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ACQUISITIONS 


Brown Boveri will purchase Gas Turbine Div 
of Turbodyne Corp Dec 

J. Ray McDermott & Co wins battle to take 

over Babcock & Wilcox; United Technologies 
withdraws its share Sept 

‘NUS Corp: Acquisition of NUS Corp by Halli- 
burton Co comes one step closer 

Sept 

Sola Basic Industries acquired by General 

Signal Corp 


ANTITRUST 


Babcock & Wilcox: US Dept of Justice is seek- 
ing to block United Technologies Corp from 
taking over B&W Aug 


APPLIANCES 


Assn of Home Appliances: May factory shipments 
of major appliances showed largest monthly 
jump in nearly four years July 15 


ASSOCIATIONS 


American Instivute of Biological Sciences: Union 
Carbide: Powerplant simulator which repro- 
duces conditions that occur when fish or other 
organisms are entrained through cooling 
water system developed 

American Gas Assn: EE, AGA, & ASHRAE consider 
formation of new panel to resolve difference 
over Section 12 of ASHRAE's Standard 90-75 


ANSI: 15 utilities agree on standardized 
single-phase padmounted transformer design 
Sept 
American Public Power Assn: EPRI: Rate-design 
report stirs national debate Dec 
Peak Load pricing: One point of view 


Time-differentiated rates and the real 
wor Id 


ASHRAE EEI, AGA, and ASHRAE consider fo 
tion of panel to resolve differences 
Section 12 of ASHRAE's Standard 90-75 

Aug 15. 

ASTM: Coordination could ease containment 
heat woes Sept | 

ASSN of Blacks in Energy: First Black profe 
ional organization in America to plan fo 
the involvement of Blacks in the energy 
has been organized July |.. 


Assn of Home Appliances: May factory ship- 
ments of major appliances showed largest 
monthly jump in nearly four years 

July 

Atomic Industrial Forum: Editorial 
real issue is safeguards Dec 
Indicates that nuclear power provided an 

appreciable share of the electricity 
requirements in many service areas 
Oct 
Operable nuclear plant capacity generated 
by 138 power reactors outside US soars 
33% within past one year period 
Sept | 
President Carter's rejection of plutonium 
adds new uncertainty to nuclear power 
field and jeopardizes US energy goals 


Bituminous Coal Operators’ Assn: Wildcat 
strikes have idled coal miners for 
about 630,000 man days during first 
four months of 1977 July | 
CIGRE: Controlled ‘capacitors improve 
stability Sept 
Edison Electric Institute: EEI, AGA, 
ASHRAE consider formation of new panel 
to resolve differences over Section 12 
of ASHRAE's Standard 90-75 Aug 15 
EE! announces a National Energy Watch program 
aimed at residential energy conservation 
July 1 
EE Annual Convention: Fuel and energy 
crisis are themes July 15 
Appliance use figures need revision 


EPRI: Rate-design report stirs national 
debate 

Future demand for uranium enrichment in 
US is projected in a study by Duke Power 
Electro-Nucleonics, TVA, and EE! 


Industry sources of data should be made 
compatible 

EE! members sharply disagree with certain 
stipulations in energy bill 


EEIl Convention: Nation 
and >» course 

EE! survey: Orders f 
erating units placed 
facturers by all lasses 
totaled 55 machines aggre 
during 1976 


Peak load pricing 


nsylvania P&L: Distribution work 
vey shows need for data sharing 
Aug |..... 
Rate increase approved during first half 
>f 1977 amounted to $1.07 billion 
Sept 15 
Rudolph: Focusing on a different world 
July 1 
EE! says federa! government regulations 
of electricity rates would result in 
er costs to consumers and electri- 
city shortages Sept 
Time differential rates and the real 
Sept 15 
W. Donham Crawford leaving presidency 
of EEI; he's elected director of Guld 
States Utilities and is expected to 
become its chairman and chief executive 
officer Nov | 
EE! Convention: W. Reid Thompson elected vice 
President; Professor Jackson Fuller pre- 
sented with Power Engineering Educator 
award; Detroit Edison receives Edison 
Award; GPU receives Reddy Communications 
annual report award July 15 
ELECTRIC COUNCIL OF NEW ENGLAND: Remedy 
sought for insulation treeing 
Nov 15 
HERITAGE FOUNDATION: Between $106.4-billion 
and $134.7-billion will be needed to con- 
vert nation's industrial and utility 
boilers from oi! and natural gas to 
coal by 1985 Dec 1 
INTERNATIONAL INSTITUTE FOR APPLIED SYSTEMS 
ANALYSIS OF AUSTRIA: Solar energy could 
do the job, meeting told Dec 1} 
MISSOURI VALLEY ELECTRIC ASSN: Oklahoma: 
Computer relay setting proven in use 
July 15 
MOUNTAIN STATES LEGAL FOUNDATION: Protests 
rise in Colorado over PUC order reducing 
natural gas rates by 50% Dec 
NARUC: EPRI: fou can get to time of day 
rates by embedded or marginal costs says 
R.G. Uhler to NARUC convention 
Dec 15 
Fuel users' tax sleeper in Carter energy 





pack July 15 

NARUC's new look: Is it progress or re- 
gress? Dec 15 

Peak load pricing: One point of view 

Aug 15 

Plea to dump embedded cost methods in 
favor of marginal cost pricing spurs 
more debate Nov 15 

State consumer agencies gain; US bill 
pending Oct 15 

Time differentiated rates and the real 
world Sept 15 


National Coal Assn: Says oil and gas firms 
control only about 20% of coal produc- 
tion Oct 15 
Utilities will have to dip into coal re- 
serves because of wildcat strike by 
coal miners 
Utilities will 
tons of coal 


NATIONAL ELECTRIC 


Coal fired and n 


blackou 


because 


SOLAR ENERGY RESEA 
energy probably wo 
nuclear or coai 
2000 
SOUTHEASTERN ELECTRIC EXCHANGE: Initiates 
energy efficiency awards to recognize 
outstanding achievements by member 
companies in new and retrofit categories 
in four areas Dec 1 
UTILITY FLEET MANAGERS Conference: Task 
force develops standard line truck 
Sept 15 
WORLD ENERGY CONFERENCE: USSR plans to 
build a 500-MW commercial MHD plant 
in the 1980s Nov 1 


AWARDS 


EE! Convention: W. Reid Thompson elected vice 
chairman; Professor Jackson Fuller pre- 
sented with Power Engineering Educator 
award; Detroit Edison receives Edison Award; 
GPU receives Reddy Communications annual 


report award July 15 


BATTERIES 


Public Service Electric & Gas breaks ground 
for Battery Energy Storage Test (BEST) 
facility Nov 1 


BOILERS 


Apollo Chemical Corp: Molten coal ash flow 
test minimizes boiler problems 
Sept 1 
Appalachian Power: Undercutting impeller 


vanes ooosts feed pump capacity 
Aug | 
Inhibiting implosion incidence 
Dec 1 
Kentucky Power: Prespliced coal feeder 
belts yield major cost/time savings 
Nov 15 


Kentucky Power Co: Pressurized plug permits 
in-service boiler repairs Dec 15 
Monongahela Power: Fluidized bed combustion 
sees flurry of activity as ERDA announces 
dedication of 30 Mw demonstration boiler at 
Riverville facility Sept 15 
Ontario Hydro: Instaliation of new redesigned 
boiler hanger rods at Nanticoke generating 
station gets underway and should be com- 
pleted by the end of November 
July 15 
Pacific P&L: Make-break scaffolding saves 
7 days on overhaul Oct 15 
PS of New Mexico: Boiler explosion shuts 
down San Juan Plant Aug 15 
PS Indiana: Steam generator/turbine matching 
July 15 


economi 


Cooperative: 
rator Nov 1 
designed to cool super- 
ompletes successful full 
Brookhaven National Lab 
Aug 15 
insulated Cable Corp: Gas spacer cable of 
integrated design Aug | 
Worway: Overhead line floated across fjord 
Oct | 


20 
47 
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Pennsylvania P&L: Nylon fishline cuts trench laid 


PVC conduit Oct 15 
Seismologic minisurvey indicates UG pro- 
blems Nov 15 
Remedy sought for insulation treeing 
Nov 15 
Reynolds Metals plans to close its Chester 
(Pa) cable plant because of unprofitable 
and declining production of copper cable 
Aug 15 
Signal processing locates cable defects 
July 15 
Union Carbide: Factors influencing treeing 
identified Dec | 


CAPACITORS 


AEP: Relay prevents cascading capacitor 
failures July 1 

CIGRE: Controlled capacitors improve sta- 
bility Sept 15 

General Electric: Test assures long capacitor 
life Oct 1 

Louisiana P&L: Non-PCB capacitors perform 
well Dec | 

Southern California Edison: Ease overvoltages 
due to faults Aug 15 


CAPACITY ADDITIONS 


12th Annual TéD construction survey 
Aug 15 


CIRCUIT BREAKERS 


Doble Engineering: Conference: Insulation 
integrity; focus of attention 
Aug | 


80 


101 


Tacoma Dept of Public Utilities: Purify 
oil at lowest cost Sept 1 


COGENERATION 


Cogeneration gets its day in Washington 
Aug | 
Cogeneration: Not a new wave July | 
Southwestern PS & Celanese Chemical announce 
a 30-MW cogeneration plant Oct 1 


COMMUNICATIONS 


Commonwealth Edison: 
rbine blade 


Edison, pool 


management 


July 
Power: Computer 
Nov 15 
maintenance 


Upgrading computer-data entry 
Sept 15 
Westinghouse Electric introduces automated 
transmission planning in which a computer 
selects the multiyear transmission con- 
struction schedule with lowest percent 
worth Oct 15 


CONDUCTORS 


Ebasco Services: Select economical cable sizes 
Oct 15 
Pennsylvania P&L: Nylon fishline cuts trench 
laid PVC conduit Oct 15 


CONNECTORS 


UTM Power Products: Socket wrench makes speedy 
grounding grid connections Dec | 


CONSERVATION 


Computerized ventilation controls may save 
store owners 25% in heating and cooling costs 
Sept | 15 
EE! announces a National Eneray Watch program 
aimed at residential energy conservation 
July 1 19 
Kansas Corp Commission: Mandate energy effi- 
ciency standards on new buildings through utility 
hookups to set building standards 
Dec 15 17 
Operation Sky Scan will be conducted by lowa's 
investor owned electric and gas utilities 
(aerial infrared thermograph survey) 
Nov 1} 18 
Pacific G&E: will test new solid state high 
frequency ballasts in fluorescent lamp fixtures 
in its downtown office building 
Nov | 17 





Potomac Electric Power Co: Will install 

digital readout units in about 65 homes 
Aug 1 

Southern California Edison: Customizing 
energy conservation ideas to meet needs 
of each customer start to take hold as 
utilities turn to computer generated 
responses July 15 

Wisconsin Electric Power: Utility vs PSC 
duction or conservation? July 1 


CONSTRUCTION 


COOLING TOWERS 


Houston L&P: Is cleaning out oysters fron 
cooling tower intakes at PH Robinson 
plant Sept 15 
Northern States Power: Clearing reactor-cool- 
ant clogging at Prairie Island nuclear 
plant July 15 


COOPERATIVES 


Electrification in each Philippine 
province will be completed this year 
according to the Philippine National 
Electrification Administration 

Aug | 


Boston Edison theft of service task force 
busts meter tampering ring Sept 1} 
Indiana & Michigan Electric: Meter labels 
discourage theft of service 
July 1 
San Diego G&E: Major saborage incident in 
nuclear plant within 10 years is certain 


Sept 15 


DISTRIBUTION -- OVERHEAD 


Automated distribution: Improves system 
operations and reliability (special 
report) July 15 

Florida P&L: Crew develops safe, 2- 
min rescue Sept 1 


Houston L&éP: Draw distribution system map 
in 20 minutes Aug 15 

Louisiana P&L: Non-PCB capacitors perfor 
well Dec | 

Miss Dig goes overhead Aug | 

Ohio Power: Simple template aids in shift- 
ing records to computer July 15 
nnsylvania P&L: Distribution work survey 

for data sharing Aug 1 


o: POle suspension tech- 


est 
Utilities 
clear 
industry sources of 
compatible 


Rate regulation by Washington i ba idea 


A rethink of energy policy is in order 
Nov 1 
28th Electrical World forecast report: 
We call ‘em like we see ‘em 
Nov 15 
Orecasts must not be forced on utilities 


The real issue is safeguards 


ELECTRIC VEHICLES 


DOE seeks participants to demonstrate 
practical uses of electrical and hybrid 
vehicles Dec 


ELECTRICAL WORLD 


Electrical World sells map of US showing 
peak demands and service areas of major 
electric utilities in US Oct 1 


EMPLOYEE RELATIONS 


Learning curve: How to handle problem em- 
ployees--Pt Oct 15 
Pt tl Nov | 


TRAINING & W 


situation 
and delay 
Ohio State Univeristy: 


with higher lighting 


ntari dro: Customer i r ic 
vary wi 15 
Operation Sky Scan will be conducted 
lowa's investor owned electric and 
utilities (aerial infrared thermograp 
survey) Nov | 
eak load pricing: one point of view 
Aug 15 
ylvania P&L: Low-cost 'R' meter checks 
ulation's value Nov | 
Sales hold up in '77; forecast outlook is for 
slower growth Sept 15 
SEE initiates energy efficiency awards to 
recogni Outstanding achievements by mem- 
ber companies in new and retrofit categories 
in four areas Dec 1 
Streetlight saves energy, reduces glare 
Oct 15 
Time differential rates and the real world 
Sept 15 
Utah P&L: Time is key in price elasticity 
node | Dec 15 


18 
70 
118 


74 





ENERGY POLICY 


Analysis of GNP/energy link: Real or unreal? 
Dec 15 
Coal conversion section of Carter energy 
program passes House and Senate 
Oct 1 
DOE goes into action as 12th Cabinet 
department Nov 15 
EE! members sharply disagree with certain 
Stipulations in energy bill Sept 1 
EEI's Rudolph: Focusing on a different 
world July 1 
Editorial: A rethink of energy policy is 
in order Nov | 
Electricity Consumers Resource Council: 
Federal moves to revise electricity 
rates are based on myth Oct 1 
FPC powers kept separate in new Energy Dept 
July 1 
Fuel in Carter energy 
pack July 15 
GAO contends that President Carter's energy 
plan will not decrease US oil imports by 
1985 Aug 15 
Key energy strategies proposed 
Aug | 
NERC seeks a realistic energy policy 
Dec | 
in energy plan 
July 15 
that flew through 
in Senate Oct 15 


users' tax sleeper 


Reports point out flaws 


Short of war energy bill 
House bogs down 


ENGINEERS’ FORUM 


Applying reliability-engineering techniques 
July 1 
Experience with nonporcelain ifsulators--1 
Dec 15 
Measuring reliability of electric service 
Oct 15 
Upgrading computer-data entry 
Sept 15 


ENVIRONMENT 


Dickey Lincoln Project: US Army Corps of Engineers 
predicts great environmental damage from 
D-L project Oct | 17 
Expansion of facilities today usually requires 
filing an environmental impact statement 
Process made easier with new book called 
"Environmental Assessment & Impact Statement 
Handbook"' July 15 89 
NY PSC: Regulations proposed by its staff would 
require a utility seeking a major rate 
increase for electricity, gas, or steam to 
submit an assessment of the environmental 
impact of its proposal along with its rate 
application July 15 
President Carter keeps Council of Environmental 
Quality intact, against staff advice 
Aug 15 
TVA approves $150-million for coal washer at 
Paradise plant Dec | 
Utilities’ cleanup bill rises by 37 
July 1 


ENVIRONMENT -- AIR POLLUTION 


Arizona PS: New Mexico regulatory body 
adopts air regulation for Four Corners 
Dec 15 
Basin Electric: Sodium bicarbonate 
additions remove sulfur from coal-fired 
stack Dec 15 
CE! will switch to low sulfur coal for its 
coal fired plants Nov 15 
Coal and oil burning plants in Midwest are 
10 times more harmful to Easterners 
than to those living near the plants 
Aug | 
Detroit Edison's 1980 deadline for controlling 
emissions from its Monroe Power Plant 
extended another five year July | 
Duke Power will get a temporary exception 
from air pollution controls if there 
is a miners strike in North Carolina 
Nov 15 
facility monitors stack emissions 
Nov 1 
ERDA reports: Pollution caused by 
production of energy will rise less dra- 
matically if the President's National 
Energy Plan is adopted by Congress 
Nov | 
EPA rejects TVA plea to impose no penalties for 
TVA's failure to comply with Clean Air Act 


EPRI 


Dec 15 
Florida P&L says new superefficient oil 


burner lowers cost and cleans air 


Dec 1 


PS Indiana: Federal judge rules scrubbers 
are not necessary in PS Indiana-EPA 
battle ‘ Nov 1 
EPA gets its comeuppance Nov 15 
EPA still battling TVA on clean air 
Oct 1 
FPC reports flue gas desulfurization is 
most economical means of meeting federal 
air quality standards Oct 1 
FPC says press accounts of its report on 
status of flue gas desulfurization are wrong 
Nov 15 
Navajo Tribal Council votes to amend its 
controversial sulfur emission law 
Nov | 
Northern Indiana PS: Utility gets solid 
sulfur by FGD process Dec | 
NUS Corp: Desulfurization waste is disposable 
Nov | 
Ohio Edison: EPA intends to force air pollution 
on 12 Ohio Edison coal fired plants 
Oct 15 
Smog in the clean air law Dec 1 
Southern California Edison: Local district 
puts a tax on air pollution Sept 15 
TVA gains air pollutian variances in 
Tennessee, but runs risk of plant shut- 
down in Alabama Oct 15 
TVA: Quick-lock pipe joint simplifies flyash 
disposal job Nov 15 
TVA: S. David Freeman would settle EPA-TVA 
fight out of court Nov | 
Utah P&L: Receives a variance from scrubbers 
at its Huntington plant Nov | 


ENVIRONMENT ~~ NOISE 


Industrial Acoustics Co: Silencing engine 
generator sets Sept 15 
Portland GE: Hearing-conservation test 
program is a full time effort 
Get Te 
Southwestern Electric Power: Determining 
acceptable noise levels Aug | 
TVA: Sound-pollution wall for coal 
shakers Oct I- 


ENVIRONMENT -~- WASTE DISPOSAL 


Administration offers plan for federal govern- 
ment to provide for both interim storage 
and permanent disposal of spent nuclear 
reactor fuel for utilities 
Nov 15 32 
Bechtel negotiating with DOE to become A-E 
contractor for proposed defense nuclear waste 
respository near Carlsbad, NM 
Dec 15 34 
NUS Corp: Desulfurization waste is disposable 
Nov 1 30 


ENVIRONMENT -- WASTE STORAGE 


Granite cavern storage of high-level radio- 
active waste will be studied under a $12- 
million three-year programbetween Lawrence 


Berkeley Laboratory and Swedish State Power 
Board Oct 15 


ENVIRONMENT--WASTE UTILIZATION 


Combustion Equipment Associates has signed a 
20-year contract with City of Newark to 
convert solid municipal waste into energy 

July 15 

Commonwealth Edison: Trash burning: City 

optimistic, utility skeptical 
Nov 1 

Reclaimed water produces a bonanza 

harvest Aug 15 


ENVIRONMENT--WATER POLLUTION 





Carter Administration will permit ocean dump- 
ing of heated water from Seabrook nuclear 
plant July 1 

Federal government is responsible for choos- 
ingmethod for disposing of wastes from 
commercial nuclear plants Oct 1 


General Electric: Test assures long capacitor 
life Oct 1 

Mississippi PéL: Oi] reclaiming skimmers 
prevent river pollution July 15 

Proposed water discharge regulations will 
increase coal prices and cut coal demand 

Nov 1 

Union Carbide: Powerplant simulator 
which reproduces conditions that occur 
when fish or other organism are en- 
trained through cooling water system 
developed Oct 1 


rE 


FINANCE 


Arizona PS: Bond rating boosted 
Oct 1 
New way to fund construction 
Sept | 
Boston Edison: Big consumers fight 
tire-of-day rates Nov 15 
Carolina PéL: Utility settles for $9-million 
in refunds Sept 15 
Central Maine Power: Statewide rate 
investigation is launched by Maine PUC 
Aug 15 


CFC: $108.5-million bond sellout 
Dec 15 
Commonwealth Edison: Utility, customers 
battle rate ruling Nov 15 
Con Edison reports second quarter net 
income up 10% Aug 15 
Detroit Edison: Special rate for senior 
citizens Aug 15 
EEI says federal government regulation of 
electricity would result in higher costs 
to consumers and electricity shortages 
Sept 1 
FCC to regulate pole rates Dec 15 
FPC amends its accounting and rate regula- 
tion for electric utilities and natural 
gas pipeline companies to stimulate expen- 
ditures ‘or research development and 
demonstration activities July 15 
Florida P&L at the prodding of PSC sets 
Sept 2 for early redemption of its 101. 8% 
bonds due 2005 through an unusual method 
July 15 
Buying a piece of the watt Dec | 
Many utilities eye maintenance funds 
Sept 15 
Georg*ta Power: Georgia PSC halves requested 
rate hike Oct 1 
Industrial rates rise fastest 
Aug | 
Insurance: Aces and jokers Oct 15 
Investors, consumers are overlooked 
Nov 15 
Long Island Lighting: New way to finance 
fuel costs Oct 15 
P6C orders utility to buy new meters 
Nov | 
J. Ray McDermott & Co wins battle to take 
over Babcock & Wilcox; United Technologies 
withdraws its share Sept 15 
McGraw-Hill: Business plans 11% spending 
hike Dec 15 
Michigan PSC orders $2-million refund 
July 1 
Montana Power: Standards & Poor lowers 
Montana Power's preferred stock rating 
to triple-B medium grade from single 
A upper-medium grade July 15 
NERA: Rate restructuring using marginal cost 
Sept 1 
New stockholder group to lobby 
Nov 1 
NY PSC: Regulations proposed by its staff 
would require a utility seeking a 
maior rate increase for electricity, gas 
or steam to submit an assessment of the 
environmental impact of its proposal 
along with its rate regulation 
July 15 
insulation 
Dec 15 
North Carolina PUC orders three utilities 
to refund nearly $35-million to 
customers by giving them credits on 
bilts no later than August 


NY utilities must finance 


July 1 
NUS Corp: Acquisition of NUS Corp by 
Halliburton Co comes one step closer 
Sept 15 
Pacific G&E: Shareholders confront PUC 
Aug 1 
Stockholders have filed suit in US District 
Court charging utility with failure to 
provide them adequate information about 





earthquake hazards at Diablo Canyon 
Nuclear plant July 15 


Pacific P&L and Black Hills P&L sponsor a coa 
fired plant Nov | 
Peak load pricing: One point of view 
Aug 15 
Pennsylvania Electric: Flood costs utility 
$25-million Sept 15 
Securities Industry Assn: New group to 
fieht for utility investors 
Sept 15 
Southwestern PS: FPC reports on Lubbock 
tertie July 1 
Steam Station Cost survey(20th) 
Nov 15 
Busbar energy costs break all records 
Nov 15 
Fuel and fixed charges boost energy cost 
to highest level Nov 15 
Operating costs rise 37% since 1974 
Nov 15 
Construction costs go up 57% in two 
years Nov 15 
Voters accept energy bond isse in North 
Carolina, reject one in Oregon 
Dec | 


FLYASH 


Ohio Power: Teflon seal saves money 
Aug | 
TVA: Quick-lock pipe joint simplifies 
flyash disposal job Nov 15 


FORECAST 


Carter administration estimates that US will 
need 300 more nuclear plants by the end 
of the centurity to meet electricity 
demand July 1 
Editorial: Forecasts must not be forced on 
utilities Dec | 
Editorial: Utilities' plans for nuclear 
still not clear Sept 15 
FPC Bureau of Powr reports US Electric power 
supply is expected to be adequate for 
another 10 years if certain conditions 
are met July 15 
Editorial: Electrical World's 28th annual 
forecast report: We call ‘em like we 
see ‘em Nov 15 
28th Annual Electricity Industry forecast 
(special report) Sept 15 
Long range GNP crowth seen close to full 
potential Sept 15 
Peak spurts 7%, but long term growth sags 
to new level Sept 15 
Sales hold up in '77; forecast outlook 
is for slower growth Sept 15 
Industry sources of data should be made com- 
patible Oct 1 
Load forecasting models used by five of 
Illinois six major investor owned utilities 
are worthless in predicting accurate annual 
peak load changes Oct 15 
New source book of marketing surveys and 
services now available Aug | 


FOREIGN 


Agqreememts for further R&D on breeder reactors 
and their eventual sale were signed in 
Paris by several West European nations 

Aug | 

CIGRE: Controlled capacitors improve 
stability Sept 15 

How big was the blackout's impact? 

Sept | 

Uranium shipments from Australia to US, 

Japan, and Europe are to start in 1980s 

Sept 15 


FOREIGN-~AFRICA 


Control coal dust at its source Aug |5 


FOREIGN-~AUSTRALIA 


Coal fired power station being built in 
Latrobe Valley of Australia 
Dec | 
Uranium shipments from Australia to US, 
Japan, and Europe are to start in 
1980s Sept 15 


FOREIGN--BRAZIL 


Brazil will use HVDC as link between its 60-hz 
load and Paracuay;s 50-hz generation to be 
installed at Itaipu hydro project 

Dec 15 

Brazil's nuclear capital is town of Angra do 
Reis Aug 15 

Construction begins on huge hydro plant 
(Itaipu dam and power plant) 

July 1 
xpansion 


e 
Oct | 


Reliability study aids system 


FOREIGN--CANADA 


BC Hydro & Power Authority: World's largest 
spacers installed in Canada Sept | 

Hydro Quebec: Polymer Insulators in service 
at 735 kv 


International interties increase 


Rumania and Canada sign nuclear 
agreement, clearingthe way for 
actor sales to the Balkan 


FOREIGN--CHINA 


Japan expects to import | 


Chinese steam coal annual 


FOREIGN--ENGLAND 


~enen Mar 


ket agrees 


project near Oxford, 


England's CEGB agrees to early 
of Drax B nuclear station 
England experiences rotating 
enance workers and coal shov 
rk to rule job action to 


for travel allow 


Finnish-Swedish design team working 
low temperature reactor J:i'y 1 

y 
pole treatment popular in Europe 


Oct 1 


FOREIGN-~FRANCE 


French authorities have signed contract for 
construction of two nuclear plants in Iran 
Nov | 
Sales of nuclear fuel reprocessing plant to 
Pakistan by France is sure thing 
Oct | 
Wood pole treatment popular in Europe 
Oct 1 


FORE IGN-~GERMANY 


Ripple-control use iumps in West German 
city Aug | 

West Germany and Iran have signed letter of 
intent that covers construction of 
four nuclear plants Dec 15 


Chicago group Red Reports available 
July 1 93 


FOREIGN--IRAN 


French authorities have signed contract 
construction of two nuclear plents in 
West Germany 


intent 


nuclear 


FOREIGN-~JAPAN 


FORE IGN--MEXICO 
Danas 
FOREIGN--NICARAGUA 


Nicaragua hopes soon to be u 


the world energy crisis 


FORE IGN--NORWAY 


Norway: Overhead line floated across fjo 


Oct | 
FOREIGN-~-PAKISTAN 
Sale of nuclear fuel reprocessing plant 


to Pakistan by France is sure thing 
Oct | 


FORE IGN--PARAGUAY 


Brazil will use HVDC as link between its 60 





hz load and Paraguay's 50 hz generation 
to be installed at Itaipu hydro project 
Dec 15 
Construction begins on huge hydro plant 
(Itaipu dam and power plant) 
: July 1 


FOREIGN--PHILIPPINES 


Electrification in each Philippine province 
will be completed this year according to 
the Philippine National Electrification 
Administration Aug | 


FORE IGN--RUMANIA 


Rumania and Canada sign nuclear cooperation 
agreement, clearing the way for Candu 
reactor sales to the Balkan nation 

Dec 1 


FOREIGN--RUSSIA 


Hitachi, USSR agree to supp!y large power 

plants to developing naticns 
Aug 15 

Russia is installing first of 10 640 MW 
turbines at Sayan Dam in eastern 
Siberia Aug | 

USSR has built a I1-MW experimental cryo- 
genic turbogenerator at the All-Union 
Scientific Research institute of Electro- 
Machine Bldg jin Moscow July 15 


USSR plans to build a 500-MW commercial MHD 
plant in the 1980s Nov | 


FOREIGN-~SAUDI ARABIA 


Taiwan Power: Saudi Arabia proceeds with crash 
program to built its power network by 
signing contract with Taiwan Power 

Sept | 


FOREIGN-~SINGAPORE 


Chicago Group Red Reports available 
July 1 


FOREIGN-~SPAIN 


Spain will have nuclear power stations 
capable of generating 8,600 MW by 1985 
Aug | 


FORE IGN-~SWEDEN 


Joint Finnish-Swedish design team working on 
low temperature reactor July 1 
Swedish method to enrich uranium is said 
to be as economic as existing method by 
its developer Dec 1 
Wood pole treatment popular in Europe 
Oct 1 


FOREIGN--SWITZERLAND 


Wood Pole treatment popular in Europe 
Oct 1 


FORE IGN-~URUGUAY 


Construction of two power plants at Salto 
Grande Dam Sept | 


FOSSIL 


Brown Boveri: Turbine bypass boosts 
efficiency Oct 15 


FUEL 


Fuel users' tax sleeper in Carter enercy 
pack July 15 

Pennsylvania PUC phasing out fuel adjust- 
ment charge on electric utility bills 

Dec | 

Steam Station Cost Survey (20th): Fuel 
and Fixed charges boost energy cost 
to highest level Nov 15 


Total energy use in US during 1976 rose 
4.8% from 1975 July 15 


FUEL--COAL 


Apollo Chemical Corp: Molter coal ash flow 
test minimizes boiler problems 
Sept 1 
Appalachian Power: Plant air aspirator un- 
plugs raw coal feeder pipes 
Dec 15 
Between now and 1986, electric utilities 
plan 951 generatingunits Dec | 
Between $106.4-billion and $134.7-billion 
will be needed to convert nation's 
industrial and utility boilers from oil and 
natural gas to coal by 1985 
Dec | 
Bituminous Coal Operators'Assn: Wildcat 
strikes have idled coal miners for 
about 630,000 man days during first 
four months of 1977 July 
California considering construction of 1,000 
MW coal fired plant on eastern fringe 
of Mehave Desert Aug 15 
Central Maine Power Co asks PUC for permission 
to build a 600-MW coal fired plant on Sears 
Island off Searsport July 15 
CE! wi!l switch to low sulfur coal for 
its coal fired plants Nov 15 
Coal conversion section of Carter energy 
program passes House and Senate 
Oct 1 
Competition between solid and liquid version 
of solvent refined coal for funds to finance 
larger demonstration projects appeared likely 
when Southern Co announced results of success- 
ful test burn of SRC Aug 15 62 
Commonwealth Edison: First $1.8-million has 
been committed for a coal gasification 
test facility July 1 50 
Commonwealth Edison: Will not convert its 
oil burning Coilins station to coal un- 
less ordered to do so by the government 
July 1 
Comprehensive set of analytic computer 
tools developed to estimate the costs 
of surfact mining of coal Oct 15 
Contrco! coal dust at source Aug 15 
Crushers solve frozen coal problems 
Aug 15 
Detroit Edison given 6 months to show Mich- 
igan PSC how much coal it is receiving 
from suppliers Sept 1 
Due Power will get a temporary exception 
from air pollution controls if there is 
a miners strike in NC Nov 15 
Energy in*ormation Administration says pro 
duction of electric energy by electric 
utilities in Aug 1977 totaled 
195.9 billion kwhr compred to 198.5 billion in 
previous month Dec 15 47 
ERDA and Exxon sign agreement to develop 
process for producing liquids from coal 
Sept | 34 
ERDA's first attempt to convert coal into 
clean burning liquid fuel is failure 
according to GAO Sept 15 1S 
Exxon: ERDA will provide $40-million in 
research funds for a coal-liquefaction 
project by Exxon Oct 15 38 
FPC: Increasing by almost 19.9-million 
tons over the previous quarter, coal 
» deliveries to electric wtilities during 
second quarter of this year totaled 
130.2 million tons Dec 1 32 


First time use of peat to generate electricity 
in US is objective of proposed peat-mining 
project in three counties of eastern North 
Carolina Sept | 13 

Florida Power Corp has begun planni-g for 
a 600-MW coal fired plant that would be ready 
for service by October 1982 

Aug | 

GAO study: Annual Production of 1.2-billion 
tons of coal is unrea'*stic Oct 15 

Japan expects to import I-million tons of 
Chinese steamcoal annually starting in 
1980 Nov | 

Kentucky Power: Prespliced coal feeder 
belts yield major cost/time savings 

Nov 15 

Large coal fired power stations of the 
future could produce electricity at lower 
cost and with 50% higher efficiency than 
present day plants, says GE 

Aug | 

Looking into possibility of developing 
its lignite holdings to fuel future 
power plants Dec 15 

Major industries in Colorado, including 
Colorado PS Co, are joining Colorado 
Ute Electric Assn in a court challenge of the 
state standard set by Colorado Air Poll- 
ution Control Comm July 15 58 

Methane gas released from coal mine in 


Pennsy!vania will be captured and used 
to make electricity in a government/in- 
dustry demonstration project 
Dec | 
Minnesota P&L: HVDC moves lignite energy 
to remote load Oct 15 
Mitchell Maintenance System: Coal fired 
plant now a clean place to work 
Nov | 
Nail biting time for utilities 
Sept 15 
National Coal Assn: Utilities will have to 
dip into coal reserves because of 
wildcat strike by coal miners 
Oct | 
Utilities will require about 400-million tons 
of new coal per year by 1985 
Dec 15 
Navajo Tribal Council votes to amend its 
controversial sulfur emission law 
Nov 1 
New England Power: Awarded grant by ERDA 
to install and test coal oi! slurry 
fuel system Sept | 34 
Ohio State University: 10 years from now monthly 
electric bills will reflect utility com- 
pany's cost resulting from corrosion of equip- 
ment during gasification and combustion of 
coal to generate electricity 
July 1 
Ohio Valley Electric Cory Shield extends 
life of coal pulverizer springs 
Oct 1 
Pedco Environmental submitting report to 
EPA indicating that TYA lags behind 
its region's private power companies in 
compliance with so, regulations 
Sept | 
Pennsylvania Dept of Transportation 
develops method to help eliminate mine 
waste banks in anthracite and bituminous 
coal fields Sept 15 
Pennsylvania P&L: Compressed air cracks coal 
blockages at Monitour generating station 
Aug | 
Pressurized air cannons keep coal moving 
Oct 15 
Proposed water discharge regulations will! 
increase coal prices and cut coal 
demand Nov 1 
PS Co of Colorado: Colorado PUC narrows its 
definition of fuel costs it allows PS 
of Coloradr to pass along to customers 
Nov | 
San antonio City PSB and New England Power 
Service Co have been awarded nearly 
$40-million in cost sharing contracts by 
ERDA to develop and demonstrate a coal/ 
oil slurry as a primary fuel for generat- 
ing electricity July 15 
National Coal Assn: Says Oi] and gas firms 
control only about 20% of coal production 
Oct 15 
Slurry-pipeline bill readied for next 
year Dec 15 
Solar energy probably won't displace a 
single nuclear or coal fired plant by 
the year 2000 Dec 15 
Soros Associates: Cleancoal terminal 
solves a fuel problem Oct 15 
TVA allocates $180,000 for preliminary 
studies to determine whether byproduct 
char from coal pyrolisis process can be 
used as fuel in boilers Dec 15 
TVA approves $150-million for coal washer 
at Paradise Plant Dec | 
TVA: Sound-pollution wall for coal shakers 
Oct 15 
250 ranchers in Wyoming's Power River Basin 
are ready to counter the influx of major 
coal interests into their region by forming 
its own coal producingunit called Ranchers 
Energy Aug | 32 
Under the title of the Western Coal Trans- 
portation Assn, 35 electric utilities andeight 
energy firms met with Distribution Planning 
Specialists, a traffic consulting group to 
sharpen costing techniques and bargaining 
skills for expanding negotiations with 
rail carriers July 15 
University of West Va Coal Research Bureau 
researches fuel shortages July 1 , 
Use of Colorado's water for coal slurry 
pipelines may be banned next year 
Dec 15 ~. 
Utilities, mine firms await federal 
stripmine Sept | 
Washington Comment: Slugfest over slurry 
Aug | 


FUEL~-GAS 


Commonwealth Edison: First $1.8-million has 
been committed for a coal gasificaticn 
test facility July 1 50 
FPC predicts that interstate supplies of natural 
gas will decline Aug | 32 





National Coal Assn: Says oi! and gas firms 
control only about 20% of coal production 
Oct 15 38 
Public Service E&G: Says bid of Energy 
Development Corp has been accepted 
by US government Sept 1 34 


FUEL~-NUCLEAR 


Long Island Lighting: New way to finance fuel 
Oct 15 
President Carter urges establishment of an 
international nuclear fuel bank 
Nov 15 
Sales of nuclear fuel reprocessing plant 
to Pakistan by France is sure thing 
Oct 1 
Sandia Labs: Test of pressurized nuclear 
fuel shipping cask Nov | 
Wisconsin Electric Power: Survey shows few 
persons would oppose erection of a nuclear 
plant in their county July 1 


FUEL--OIL 


Alaska Village Electric Coop: Rigid foam 
maintains level of arctic tanks 
July 15 
ommonwea!th Edison: Will not convert its 
oil-burning So!lins station to coal unless 
ordered to do so by the government 
July 1 
GAO contends that President Carter's energy 
plan will not decrease US Oi! imports by 
1985 Aug 15 17 
General Electric's Motor & Drives Div: US 
using only 40% of potential hydro capa- 
city July 1 50 
National Coal Assn: Says oil and gas firms control 
only about 20% of coal production 
Oct 15 3 
New England Power: Awarded grant by ERDA to 
install and test coal oi! slurry fuel 
system Sept 1 
Public Service E&G: Says bid of Energy 
Development Corp has been accepted by 
US Government Sept | 
San Antonio City PSB and New England Power 
Service Co have been awarded nearly $40 
million in cost sharing contracts by ERDA 
to develop and demonstrate a coal/oi 
slurry as a primary fuel for generating 
electricity July 15 


FUELS OUTLOOK 


Commonwealth Edison's first $1.8-million has been 
committed for coal gasification test facility; 
Wisconsin Electric Power Co survey shows very 
few persons would cppose erection of nuclear 
plant in the county wherethey live, even fewer 
would oppose construction of a coal plant; 
Bituminous Coal Operators Assn: Wildcat 
strikes have idled coal miners for about 630,000 
man days during first 4 months of 1977; Ohio 
State University: 10 years from now the monthly 
electric bill will reflect utility company's 
cost resulting from corrosion of equipment 
during gasification and combustion of coal to 
generate electricity; GE's Motors & Drive Div: 
US uses only about 40% of potential hydro 
capacity July 1 50 


Western Coal Transportation Assn: 35 elec- 
tric utility and 8 energy firms met with 
Distribution Planning Specialists, a traffic 
consulting group, to sharpen costing techniques 
and bargaining skills for expanding negotia- 
tion with rail carriers; Total energy use in US 
during 1976 rose 4.8% from 1975; Central Maine 
Power Co asks PUC for permission to build a 
600-MW coal fired plant on Sears Island; Major 
industries in Colorado, inciuding PS of 
Colorado, are joining Colorado Ute Electric 
Assn in a court challenge of the state stand- 
ard set by the Colorado Air Pollution Control 
Comm; San Antonio PSB and New England Power 
Service Co have been awarded nearly $40-million 
in cost sharing contracts by ERDA to develop and 
demonstrate a coal/oil slurry as a primary 
fuel for generating electricity 

July 15 59 

Large coal fired power stations of the future 
could produce electricity at lower cost and 
with 50% higher efficiency than present dav 
plants eccording to GE; 250 Ranchers in Wyoming 
Powder River Basin are ready to counter. intiux 
of major coal interests into their region by 
forming their own coal products unit; Florida 
Power Corp has vegun planning for a 600 Mw coal 
fired plant which would be ready for service by 


October 1982; FPC predicts that interstate 
supplies of natural gas will decline this 
winter, raising possibility of renewed gas 
shoztages Auc 1 32 
Competition between solid and liquid versions 
of solvent refined coal for funds to finance 
larger demonstration projects appears likely 
recently when Southern Co announced results 
of successful test burn of SRC; California is 
considering construction of a 1,900 MW coal 
fired plent on eastern fringe of Mohave 
Desert Aug 15 62 
ERDA and Exxon sign agreement to develop pro- 
cess for producing liquids from coal; New 
England Power Co awarded g-ant by ERDA to in- 
stall and test coal oi] slurry fuel system; 
PS E&G says bid of Energy Development Corp has 
been accepted by US government; Detroit Edison 
given 6 months to show Mich PSC how much coal 
it receives from its suppliers; Pedco Envir- 
onmental submitting report to EPA indicating 
that TVA lags behind its region's private power 
companies in compliance with So, regulations 
Sept ! 34 
Pennsylvania Dept of Transportation develops 
method to eliminate mine waste banks in 
anthracite and bituminous coal fields 
Sept 15 
Comprehensive set of analytic computer tools 
deveioped to estimate costs of surface 
mining of coal; NCA says oil and gas firms 
control only about 20% of coal production; 
FOR: will provide $40-million in research 
funds for coal liquefaction project by 
Exxon Oct 15 
Colorado PUC narrows definition of fuel 
costs it allows PS Co of Colorado to 
pass along to customers; Navajo Tribal 
Council has voted to amend its contro- 
versial sulfur emission law; Proposed 
water discharge regulations will increase 
coal prices and cut coal demand by 3-million 
tons/yr by 1985 Nov 


Pennsylvania PUC begins to phase out 

fuel adjustment charges on electric 
utility bills; Methane gas released from 
coal mine in Pa will be captured and used 
to make electricity in a government/ 
industry demonstration project; Between 
$106.4-billion and $134.7-billion will be 
needed to con-ert nation's industrial and 
utility boilers from oil and natural gas 
to coal by 1985; FPC: Increasing by almost 
19.9 million tons over the previous quarter 
coal deliveries to electric utilities during 
second quarter of this year totaled 130.2-mill- 
ion tons; Between now and 1986, electric 
utilities plan 951 generating units 

Dec | 32 

Energy Information Admin says production of 

electric energy by e'ectric utilities in Aug 1977 
totaled 195.9 billion kwhr compared to 198.5- 
billion in previous month; Use of Colorado's 
water for coal slurry pipelines may be banned 
next year; TVA allocats $180,000 for preliminary 
studies to determine whether byproduct char 
from coal pyrolisis process can be used as fuel 
in boilers; Solar energy probably won't displace 
a single nuclear or coal fired plant by the 
year 2000; With leases on over 200-million tons 
of lignite reserves in northwestern Louisiana, 
Central Louisiana Electric Co looking into 
possibility of developing its lignite boldings 
to fuel future power plants 

Dec 15 47 


FUEL--PLUTONIUM 


Atomic Industrial Forum: Fresident Carter's 
rejection of plutonium adds new uncertainty 
to nuclear power field and jeoparidizes US 
energy goals Aug 15 


FUEL~-URANIUM 


Evidence mounts that there is indeed an 
national uranium cartel July 15 
Future demand for uranium enrichment in 
US is projected in a study by Duke Power, 

Electro-Nucleonics, TVA, and EE! 
Oct | 
Israeli government amassed asecret nuclear 
arsenal 10 years ago by hijacking European 
uranium and smuggling uranium from a plant 
inPennsylvania Dec 15 
Schlesinger: US will continue to be a reliable 
source of enriched uranium Nov | 
Swedish method to enrich uranium is said 
to be as economic as existing method 
by its developer Dec | 
TVA sues 10 foreign and 3 domestic uranium 
producers alleging colluticn 


inter- 


Dec 15 19 

280 1b of weapons-grade uranium are missing 

from a Pennsylvania plant Aug 1 27 
Uranium mine and mill will supply more than one- 

third of Socaled's nuclear fuel for power 

generation through 1990 Nov 1 24 
Uranium shipments from Australia to the 

US, Japan, & Europe are to start in 

1980s Sept 15 13 


Westinghouse: Are verbal agreements on six 
Westinghouse uranium contracts binding 
Nov 1 15 
Baltimore GE: Retrofitting with CL fuses 
Dec 15 54 


FUSION 


Groundbreaking ceremonies for Tokamak 
fusion test reactorheld Dec 1 
National self interest remains the nub 
of EEC debate on nuclear fusion 
research Sept 1 
Oak Ridge Netional Lab Fusion Energy 
Div researchers developed four neutral 
beam injection systems for Princeton 
Large Torus, a fusion research device, 
at Princeton Univ's Plasma Lab 
July 15 
Sandia Labs: Scientists have produced 
first fusion neutrens in the US 
byusing electron beams to compress 
BB-sized fuel pellets July 15 


G 


GENERAT ION-~-CONVENTICNAL 


GENERATION--COMBUSTION TURBINE 


Energy Conversion Alternatives Study compared 
advanced systems for base load power gener- 
ation Oct 1 32 
GE: Optimum generation mix saves dollars 
Sept 1 30 
Industrial Acoustics Co: Silencing engine 
generator sets Sept 15 71 
Riley-Beaird: New distillation system produces 
diesel fuel directly from crud oil 
Aug 1 73 


GENERATION-~HYDRO 


Appa'achian Power: Compressed air reduces hy7ro 
maintenance costs July 1 77 
Construction begins on huge hydro plant (Itai- 
pu dam and power plant) July 1 46 
Construction of two power plants at Salto 
Grande Dam Sept | 
Dickey Lincoln Project: US Army Corps of 
Engineers predicts great environmental 
damage from D-L project Oct 1 
Duke Power will build pumped storage hydro 
project in Oconee County, SC 
Sept 1 
Japan's Electric Power Development Council 
announces plan to add 63,450 MW in next 
8 years Aug 15 
Nuclear energy surpassed hydro as source of 
electric generation in US’ Dec 1 
Reclaimed water produces a bonanza harvest 
Aug 15 
Russia is installing first of ten 640 MW 
turbines at Sayan Dam in eastern Siberia 
Aug | 
Seattle City Light: FPC approves adding height 
to Ross Dam Aug 15 
Small hydroplants for the Northeast 
Aug 15 
South Carolina E&G: Pumped storage can be 
unique Aug | 
West tightens belt as drousht enters 
second year Oct 1 
Western drought takes its toll on Folsom 
Lake storage reservoir, a hydroelectric 
recreation facility of Burec 
Sept | 


GENERATION-~NONCONVENTIONAL 


Sa IS 


GENERATION--FUEL CELLS/BATTERIES 


Con Edison will test nation's first fuel cell 
power plant under a joint research project 
sponsored by a consortium of utilities, 
ERDA, and EPRI Aug 15 





Japan's Electric Power Development Co-ncil 
announces long range plan to add 63,450 MW 
in next 8 years Aug 15 

Nicaragua hopes soon to be unaffected by the 
world's energy crisis July 1 

Pacific G&E: New units to be built at The 
Geysers Oct 15 


*GENERATION--MAGNETOHYDRODYNAMICS 





USSR plans to build a 500-MW commercial MHD 
plant in the 1980s Nov 1 


GENERATION-~-NUCLEAR 


Baka epbaieenca 


Coordination could ease containment-heat woes 
Sept | 
England's CEGB agrees to early construction 
of Drax B nuclear station Nov 15 
FPC: Nuclear kwhr growth rate slows 
Aug | 
Illinois Commerce Commission starts yearlong 
study on plant productivity and reliab:iity 
so it will be able to consider these factors 
in future rate cases Dec 15 
Japan's Electric Power Development Council 
announces plan to add 63,450 MW in next 
8 years Aug 15 
Metropolitan Edison: Recorders help avoid 
forced outages Sept 15 
NERC: Coal fired and nuclear plants are the 
only way to meet future energy demands 
Oct 15 
Northern States Power: Clearing reactor-coolant 
ciogging at Prairie Island nuclear plant 
July 15 
Philadelphia Electric: Cutter safely snips 
chan.el disposal costs Aug 15 
Public Service E&G: Offsbore power plants: 
Still afloat Aug 15 
Steam Stazion Cost survey (20th) 
Nov 15 
Busbar-energy costs break all records 
Nov 15 
Fuel and fixed charges boost energy cost 
to highest level Nov 15 
Operating costs rise 37% since 1974 
Nov 15 
Construction costs go up 57% in 2 years 
Nov 15 


GENERATION-~-SOLAR 


Companies eyeing the solar energy market should 
be interested in 1977 edition of Survey of 
the Emerging Energy Industry 

July 15 

McDonnel1-Douglas team's conceptual design 
for solar power plant accepted by ERDA; 
plant will be built and operated under par- 
tnership of Socaled and LAOWP 

Sept 15 

New England Electric System: Average energy 
savings of only 17% shown in a solar water- 
heating experiment conducted by NEES, 
far below 50% predicted July 15 

Sandia Laboratories: Mirror prwer 


Sept 15 


Sandia Laboratories: Solar mirrors melt steel 
in first test July 1 
Solar energy could do job, meeting told 
Dec | 
Solar Energy Industries Assn meeting: Utilities 
to play big role in growth of solar energy 
Oct 1 


GENERATION-~STEAM 


American Heat Corp: Plate heat exchanger 

checked out Dec | 59 
Appalachian Power: Plant air aspirator unplugs 

raw coal feeder pipe Dec 15 80 
Appalachian Power: Push/pall rig monitors 

turbine standard movement Aug | 61 
Appalachian Power: Stop pulverizer leaks with- 

out entering mill Sept 15 
Arizona Public Service: New way to fund con- 

struction Sept 1 iM 
Basin Electric Power Cooperative: Nebraska 

breaks off relations with co-p that wants to 

build Wyoming power plant Nov 15 19 
Brown Boveri Corp: Turbine bypass boosts 

efficiency Oct 15, 36 
Central Maine Power: In place turbine casing 

repairs save millions July 1 78 
Coal fired power station being ubilt in Latrobe 

Valley of Australia Dec 1 15 
Columbus & Southern Ohio Electric: Ready to 

install grating cuts plant construction 
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costs Nov 1 
EE! survey: Orders for new electric generat- 
ing units placed with domestic manufacturers 
by all classes of customers totaled 55 
machines aggregating 23.6 Gw during 1976 
July 1 
EPRI f-cility monitors stack emissions 
Nov 1 
EPRI has tests under way to treat brackish 
water for use in power plant cooling 
Nov | 
Energy Conversion Alternatives Study com- 
pares advanced systems for base load 
power generation Oct 1 
ERDA gives TVA a grant toward design cost 
of 200-MW demonstration plant in Eastern 
Kentucky Sept 15 
Florida P&L: Says New superefficient oil burner 
lowers cost and cleans air Dec | 
GE: Optimum ceneration mix saves dollars 
Sept 1 
Hitachi, USSR agree to supply large power 
plants to developing nations 
Aug 15 
Houston L&P is cleaning out oysters from cool- 
iny tower intakes at P.H. Robinson plant 
Sept 15 
Illinois Commerce Commission starts yearlong 
study on plant productivity and reliability 
so it will be able to consider these factors 
in future rates cases Dec 15 
Inhibiting implosion incidents 
Dec | 
Kentucky Power: Prespliced coal feeder belts 
yield major cost/time savings 
Nov 15 
Maintain generation, limit blackauts 
Dec 15 
Minnesota P&L: HVDC moves lignite energy to 
“emote load Oct 15 


Mitchell Maintenance System: Coal fired plant 


now a clean place to work Nov | 
Monongahela Power: Fluidized bed combustion sees 
flurry of activity as ERDA announces dedica- 
tion of 30 MW demonstration boiler at River- 
ville facility Sept 15 
NERC: Coal fired and nuclear plants are the 
only way to meet future energy demands 
Oct 15 
North Carolina: Munis, coops prepare to generate 
Dec 15 
Northern Indiana PS: Utility gets solid sulfur 
by FGD process Dec | 
Northern States Power: Nation's first commer- 
cial greenhouse to be heated by waste heat 
from generating plant Aug 15 
NUS Corp: Desulfurization waste is disposable 
Nov | 
Ohio Power: Teflon seal saves money 
Aug | 
Ohio Valley Electric Corp: Shield extends life 
of coal pulverizer springs Oct 1 
Ontario Hydro: Installation of new redesigned 
boiler hanger rods at Nanticoke generating 
Station gets underway and should be com- 
pleted by the end of November 
July 15 17 
Pacific P&L and Black Hills Power & Light 
sponsoring a coal fired plant 
Nov | 9 
Pacific P&L: Make-break scaffolding saves 
seven days’ on overhaul Oct 15 78 
Pennsylvania Etectric Co: Special fixture cuts 
flange repair costs July 15 74 
Pennsylvania Electric Co: 12 in. main steem 
line ruptured at Williamsburg generating 
station Sept 1 16 
Pennsylvania P&L: Compressed air cracks coal 
blockages at Monitour generating station 
Aug | 31 
PS Indiana: Steam generator/turbine matching 
July 15 56 
Soros Associates: Cleancoal terminal solves a 
fuel problem Oct 15 39 
Steam Station Cost Survey (20th) 
Nov 15 43 
Busbar energy costs break all records 
Nov 15 43 
Fuel and fixed charges boost energy cost 
to highest leve! Nov 15 4h 
Operating costs rise 37% since 1974 
‘ Nov 15 48 
Construction costs go up 57% in 2 years 
Nov 15 51 
TVA: Quick-lock pipe joint simplifies flyash 
disposal job Nov 15 
Union Carbide: Powerplant simulator which re- 
produces conditions that occur when fish or 
other organisms are entrained through 
cooling water system developed 
Oct 1 
USSR has built a 1-MW experimental cryogenic 
turbogenerator at the All-Union Scientific 
Research Institute of Electro-Machine Building 
in Moscow July 15 19 
Vepco: Old stack is tower base 
Dec 1 21 
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GENERATION--WIND POWER 


Alabama Power: Air power goes underground 
Oct 1 31 
Boeing will build a 2.5-MW wind turbine under 


joint ERDA/NASA program Aug 15 17 


Sandia Labs: 60-kw wind turbine goes under test 


H 


Aug | 19 


HEAT PUMPS 


Gordian Associates: Heat pumps pass still 
another study Nov 15 


HONORS 


SEE initiates energy efficiency awards 
to recognize outstanding achievements 
by member companies in new and retrofit cat- 
egories in four areas Dec | 181 
Texas Utilities 1,150 MW lignite fired 
Monticello station gets honors for out- 
standing engineering Dec 1 18 


INSULATING OILS 


Louisiana P&L: Non PCB-capacitors perform 

well Dec 1 42 
Tacoma (Wash) Dept of Public Utilities: Purify 

oil at lowest cost Sept 1 36 


INSULATION 


_— 


Aerial photos detect rooftop temperatures 
Dec 15 
Doble Engineering Co Conferenee: Insulation 
integrity: Focus of attention 
Aug | 


FTC warns it will take action on false 
claims regarding home insu'ation 
after Jan 1 Dec | 

NY utilities must finance insulation 

Dec 15 

Pennsylvania P&L: Low cost 'R' meter 
checks insulation's value Nov 1 

Remedy sought for insulation treeing 
, Nov 15 

Union Carbide: Factors influencing 
treeing identified Dec 1 


INSULATORS 


Engineers Forum: Experience with nonpor- 
celain insulators--1 Dec 15 

Hydro-Quebec: Polymer insulators in service 
at 735 kv Oct | 

Utah P&L: Portable rainstorm douses salt 
storm fires Sept | 


INSURANCE 


Insurance: Aces and jokers Oct 15 


INTERCONNECTIONS 


FPC approves Mid Continent Area Power Pool 
Agreement and dismisses complaints that 
it violates antitrust laws July 15 

International interties increase 

Nov 15 

New York Power Pool: New tie models aid 
system operations Nov 15 

Northern States Power & Manitoba Hydro 

will build a new 500-kv intertie to 
exchange seasonal power Oct | 

PennsylvaniaeNJ-Maryland interconnection 
celebrates 50th anniversary 

Nov 15 





Southwestern PS: FPC reports on Lubbock 
intertie July 1 


L 


LABOR 


England experiences rotating blackouts 

as maintenance workers and coal shovelers 

stage work to rule job action to press 

demands for travel allowance 

Dec | 18 

National Coal Assn: Utilities will have to dip 

into coal reserves because of wildcat 

strike by coal miners Oct 1 15 
Pacific G&E: Two linemen have been awarded 

back wages they lost during suspension 

by refusing to climb throush telephone 

lines that appeared to be dangerously 

close together July 1 


LEGISLATION 


A savior (7?) for TVA Aug 15 
California's nuclear laws may be illegal 
Nov 15 
Carter Administration estimates that US 
will need 300 more nuclear plants by the 
end of the century to meet electricity 
demand July 1 
Carter Administration will permit ocean dump- 
ing of heated water from Seabrook nuclear 
plant July 1 
Clinch River Breeder Reactor: House 
International Relations Committee votes t* 
stop construction of the CRBR 
July 1 
Coal conversion section of Carter energy 
program passes House and Senate 
Oct 1 
Cogeneration gets its day in Washington 
Aug | 
Consumers and intervenors July 1 
DOE goes into action as 12th Cabinet 
Dept Nov 15 
Electricity Consumers Resource Council: 
Federal moves to revise electricity 
rates are based on myths Oct 1 
Environmental Defense fund explains margi- 
nal cost pricing Oct | 
FPC approves Mid Continent Area Power Pool 
Agreement and dismisses complaints that 
it violates antitrust law July 15 
FPC: Charles B. Curtis new head of FPC 
Sept | 
FPC powers kept separate in new Energy Dept 
July 1 
Key energy strategies proposed 
Aug | 
Lifeline and a mushy Senate Nov | 
Minority report to California legislature 
criticizes majority's antinuclear 
stand Sept 15 
National League of Cities opposes nuclear 
generation for first time Oct 1 
Nebraska: Sour notes sound in public 
power's harmony Nov | 
Northwest hammers out power plan 
July 15 
President Carter decides to build gaseous 
centrifuge nuclear enrichment plant 
at Portsmouth federal nuclear complex 
Aug | 
Rochester GSE: New York plant construction 
delayed despite one=stop hearing legis- 
lation approved in 1972 Dec 15 
Sale of nuclear fuel reprocessing plant to 
Pakistan by France is sure thing 
Oct 1 
San Diego G&E: Emergency legislation 
crucial to continuance of Sundesert nu- 
clear plant Dec 15 
San Diego G&C: New state law eases 1976 
nuclear bans Nov | 
Senate-House energy conferees decide 
how utilities may charge for energy 
audits Nov 15 
Short of war energy bill that flew through 
House bogs down in Senate Oct 15 
State consumer agencies gain; US bill 
pending Oct 15 
Slurry pipeline bill readied for next 
year Dec 15 
Southern California Edison: Local district 
puts a tax on air pollution Sept 15 


TVA: S. David Freeman would settle EPA-TVA fight 
out of court Nov | 22 

Texas Water Rights Commission tells Lower Colo- 
rado River Authority it can sell water to 


South Texas nuclear project 
July 15 
US Senate refuses President Carter's 
request to kill Clinch River plant 
Aug | 
US Senate votes to continue research on CRBR 
and provide funding for research on 
Barnwell (SC) reprocessing plant, 
thereby providing two major setbacks 
for President Carter's energy plan 
Aug 15 
US Supreme Court agrees to decide consti- 
tutionally of Price-Anderson law 
Dec 15 
Utilities, mine firms await federal strip- 
mine rules Sept 1 
Western Systems Coordinating Council: 
Court orders US to return fees to 
utilities July 1 


LITIGATION 


Central Illinois Light: !tllinois Commerce 
Commission orders its first management 
audit of Central Illinois Light 

Sept 1 

Detroit Edison: Will give up free light 
bulb program as part of a proposed agree- 
ment with drugstore owner who objected to it 
as unfair competition Dec 1 

Florida Power sues former chairman, four oil 
firms, and a purchasing consultant, 
claiming they were involved in a conspi- 
racy to defraud the utility 

Oct 15 

Four Corners: Owners of Four Corners plant 

seek court action to prevent sulfur tax 
Oct 1 

Pacific G&E: Stockholders have filed a 
suit in US District Court charging 
utility with failure to provide them 
adequate information about earthquake 
hazards at Diablo Canyon N-plant 

July 15 

Southern California Edison will pay women 
and minority workers settlement in dis- 
crimination case Dec 1 

TVA gains air pollution variances in 
Tennessee, but runs risk of plant 
shutdown in Alabama Oct 15 

TVA sues 10 foreign and 3 domestic uranium 
producers alleging collusion 

Dec 15 

Two coal fired units at Colstrip may be 
delayed by EPA Nov 15 

Western Systems Coordinating Council: 
Court orders US to return fees to 
utilities July 1 

Westinghouse: Are verbal agreements on 
six Westinghouse uranium contracts 
binding Nov | 

Wisconsin: Much more flexibility is given 
to handling interim rate cases in 
Wisconsin July 1 


LOAD MANAGEMENT 


Automated distribution: Improves system 
operation andreliability (special report) 


July 15 39 
Load management and communications methods 


; July 15 48 
Vernon Electric Coop: Carrier System controls 


load Dec 15 55 


MAINTENANCE 


Appalachian Power: Compressed air reduces 
hydro maintenance costs July 1 77 
Stop pulverizer leaks without entering mill 
Sept 15 134 
Central Maine Power: tn place turbine casing 
repairs save millions July 1 78 
Kentucky Power Co: Pressurized plug permits 
in-service boiler repair Dec 15 81 
Metropolitan Edison: Recorders help avoid 
forced outages < Sept 15 70 
Mitchell Maintenance System: Coal fired plant 
now a clean place to work Nov 1 55 
Ohio Valley Electric Corp: Shield extends 
life of coal pulverizer springs 
Net 1 49 
Pennsylvania Electric: Aerial work platform 
can be moved by topside crewman 


Nov 15 105 
Special fixture cuts flange repair costs 


July 15 74 


Pennsylvania P&L: Pole top tool saves 
trip to shop Aug | 59 
Sacramento Municipal Utility District: Glass 
cleans switching cubicles quicker, better 
more safely Dec 1 63 
TVA: Slow upgrading of maintenance foreseen 
July 1 58 


MANAGEMENT 


Florida P&L: Daytone campaign-- 
Sept 15 
Pe i! Oct 1 
How Big was the blackout's impact? 
Sept | 
How to set up a cost of service study-! 
Nov 1 
Pt tl Nov 15 
How to survive the plant site nightmare 
Pt! Aug | 
Pt tl Aug 15 
Learning curve: Can't nobody out there 
write? Pt 1! Nov 15 
Pt tl Dec 1 
Learning curve: Creativity: A valueble 
asset Sept | 
Learning curve: How to cope Sept 15 
Learning curve: How to depressurize rush 
periods Dec 15 
tearning curve: How to handle problem em- 
ployees Pt | Oct 15 
Pt tl Nov | 
Learning curve: Stopping the itch to switch 
Oct 1 
Learning curve: Winning Pt | Aug 1 
Pt !! Aug 15 
rises by 37% 
July 1 
Utility decisions: What voice for the 
public Pt I Dec | 
Pt Il Dec 15 
Utility work force productivity is low 
Oct 15 
Who is managing the electric utilities? 
July 15 
Wisconsin P&L: Learning curve: How to 
be the ideal supervisor July 15 
Northern States Power: Lake Superior 
District Power will be merged into 
NSP Nov 1 


Utilities’ cleanup bill 


METERS 


Boston Edison theft of service tas! 
force busts meter tampering ring 
Sept | 
Con Edison: Whr-meter calibrator doubles 
testing rate Nov 
Indiana & Michigan Electric: Meter labels 
discourage theft of serv'ce 
July 1 
Long Island Lighting: PSC orders utility 
to buy new meters Nov | 
Metropolitan Edison: Old electric meters 
never die Dec 15 
Ohio Power: See through quality of Lexan 
meter covers restored July 15 
PS Co of Colorado: Journeyman and apprentice 
team up to save $7,300 Sept 15 
Southern California Edison: Monitor shows use 
andprints customer's bill Sept 15 


MOBILE EQUIPMENT 


Elburn Utility Equipment Show shows $20- 
million of mobile equipment 
Oct 15 
Gitco Inc: Bucket booms protected with 
polyurethane wrap Sept 15 
Gulf States Utilities: Safety rail prevents 
falls in leaving, entering buckets 
Sept 15 
Niagara Mohawk Toonerville Trolley speeds 
placement of line spacers 
Nov | 
Union Electric: Telescoping pole licks 
tight corner problems Oct 1 
Utility Fleet Managers Conference: Task 
force develops standard line truck 
Sept 15 


MUNICIPALS 


Niagara Mohawk: A referendum to replace N-M 
with a municipality negated again by a 
state court on a technicality 

Nov 1 

North Carolina: Munis, co-ops prepare to 

generate Dec 15 





NATURAL RESOURCES 


Kennecott Copper reports earnings are still 
depressed because of low copper prices 
Aug 15 
Texas Water Rights Commission tells Lower 
Colorado River Authority it can sell 
water to South Texas nuclear project 
July 15 
West tightens belt as drouc:.t enters second 
year Oct 1 


NUCLEAR 


Administration offers plan for federal government 
to provide for both interim storage and per- 
manent disposal of spent nuclear reactor fuel 
for utilities Nov 15 32 

Appalachian Power: Undercutting impeller vanes 
boosts feed pump capacity Aug | 59 

Atomic Industrial Forum: Indicates that nuclear 
power provided an appreciable share of the 
electricity requirements in many service 
areas Oct 15 
Operable nuclearplant capacity generated by 

138 power reactors outside US soars 33% 
within past I-year period 
Sept 1 
President Carter's rejection of plutonium 
adds new uncertainty to nuclear power 
field and jeopardizes US energy goals 
Aug 15 

Bechtel negotiating with DOE to become A-£ 
ccntractor for proposed defense nuclear 
waste repository near Carlsbad, NM 

Dec 15 

Boston Edison: Nuclear power is economic 
choice for New England's increased elec- 
tric power requirements in late 1980s 

Aug 15 

Brazil's nuclear capital is town of Angra do 
Reis Aug 15 

Brown Boveri: Turbine bypass boosts effi- 
ciency Oct 15 

California's nuclear laws may be illegal 

Nov 15 

Corter Administration estimates that US will 
need 300 more nuclear plants by the end 
of the century to meet electricity demand 

July 1 

Carter Administraticn will permit ocean 
dumping of heated water from Seabrook 
nuclear plant July 1 

Common Market agrees to build a fusion R&D 
project near Oxford, England 

Nov 15 


Consumers Power has successfully negotiated 
another big hurdle in its long delayed 
controversial attempt to build a nuclear 
plant in Midland, Mich Dec 1 
Record for operating days of nuclear 

plant claimqd by CP's Big Rock Point 
plant Aug 15 

Contract to manage construction of Forked 
River nuclear station awarded to Stone 
& Webster Nov 1 

Coordination could ease containment-heat 
woes Sept | 

Or Ralph Lapp, former AEC commissioner, says 
with nuclear power he sees the US having 
an adequate energy supply in the year 2,000 

July 15 

Domestic manufacturers of nuclear reactors 

are in the midst ofhard times 
Oct 15 

EE! Convention: Nation's energy future is 
bright and on course July 15 

Editorial: The real issue is safeguards 

Dec 15 

Editorial: Utilities' plans for nuclear 
still not clear Sept 15 

Federal government is responsible for 
choosing method for disposing of wastes 
from comercial nuclear plants 

Oct 1 

FPC: Nuclear kwhr growth rate slows 

Aug | 

15 nations with nuclear expertise and 
capability agreed to firm up guidelines 
on transfer and exportation of nuclear 
technology Oct 15 

First commercial nuclear plant in US received 
operating license from AEC 20 years ago 

Oct | 

Florida P&L says it will not commit itself to 

any future nuclear plants at this time 
Aug | 

Fluor Pioneer Inc: NRC approves a standards 

design that can cut the construction time 


of nuclear plants as much as two years 
Oct 15 
French authorities have signed contract for 
construction of two nuclear plants in Iran 
Nov 1 
Future demand for uranium enrichment in US 
is projected in a study by Duke Pow 
Electro-Nucleonics, TVA and EEI 
Oct 1 
Gibbs & Hill has developed a standard nuclear 
plant which is adaptable to more than 80% 
of potential sites in US July 1 
Craig Hosmer says barriess to decisions by 
utilities to order nuclearplants are pri- 
marily under control of US government 
Nov 15 
Granite cavern storage of high level radio- 
active waste will be studied under a $12- 
million 3 year program between Lawrence 
Berkeley Laboratory and Swedish State Power 
Board Oct 15 
Groundbreaking ceremonies for Tokamak fusion 
test reactor held Dec 1 
Israeli government amassed a secret nuclear 
arsenal 10 years ago by hijacking European 
uranium and smuggling a significant amount 
of enriched uranium from a plant in Penn- 
sylvania Dec 15 
Japan Electric Power Development Co decides 
to double number of Canadian Candu power 


reactors it plans to introduce from one to 
four Sept 15 


Japan marks 32nd anniversary of bombing of 
Hiroshima by announcing that 9% of all 
electricity used in Japan is being gen- 
erated by nuclear enegy Sept 1 

Long Island Lighting official warns that if 
opponents succeed in stopping construc- 
tion of Jamesport nuclear plant dire con- 
sequences could result for Long Island in 
1980s Sept 15 

Majority of 12-member US senate delegation 
that visited Israel said that it would 
prefer Israel to place its French-designed 
top secret Dimona nuclear research insta!1- 
ation under supervision of International 
Energy Agency before permitting that country 
to buy two American nuclear reactors 

July 15 

Minority report to California legislature 

criticizes majority's antinuclear stand 
Sept 15 

National League of Cities opposes nuclear 

generation for the first time 
Oct 1 

National self interest remains the nub of 

EEC debate on nuclear fusion research 
Sept 1 

1977 may be a record year for issuance of 

nuclear plant construction permits 
7Dec 15 

Nuclear energy surpassed hydro as source 

of electric generation in US 
Dec | 

NRC amending its regulations to provide 
more stringent requirements for licensees 
quality assurance programs in design fabri- 
cation and use of containers for shipping 
radioactive material Nov | 

NRC delays requirement of physical search 
of nuclear power plant employees 

Nov | 

NRC informed that a previously uncharted 
earthquake fault may exist near San 
Onofre 2 and 3 nuclear plants 

July 1 

NRC issues a limited work order authorization 
to TVA thatpermits some construction work 
on proposed Phipps Bend nuclear plant 

Nov 15 

NRC: No need to shut down 54 US nuclear 
plants to correct electrical and fire 
hazards Dec | 

NRC: Quality andperformance of security 
personnel at commercial nuclear facilities 
and in transporting enriched uranium and 
plutonium would be upgraded significantly 
under new regulations proposed by NRC 

Aug | 

NRC will consider halting construct ‘on 

of Hope Creek nuclear station 
Nov | 

Oak Ridge National Lab: A blueprint for 
simple cheap, quick and dirty spent- 
fuel reprocessing plant assembled by ORNL 

Dec 15 
Fusion Energy Div: researchers develop 
four neutral beam injection systems 
for Princeton Large Torus, a fusion 
research device, at Princeton Univer- 
sity's Plasma Lab ’ July 15 

Ohio Power Siting Comm recommends that 
Ohio Edison not be allowed to build a 
nuclear plant complex Dec 1 

Our world in 1985 July 15 


Pacific G&E: Permission to resume operation of 
Humboldt Bay nuclear plant will probably be 
denied Sept | 

President Carter decides to build gaseous- 
centrifuge nuclear enrichment plant at 
Portsmouth federal nuclear complex 

Aug | 

Power generation began last month at Davis- 
Besse nuclear plant Sept 15 

President Carter urges establishment of an 
international nuclear fuel bank 

Nov 15 

PS Co of Colorado announces that NRC has 
given it authority to increase reactor 
power at Ft St Vrain Dec 15° 

PS Co of New Hampshire: 3,200 demonstrators 
came out in support of Seabrook nuclear 
project last month July 15 

Rumania and Canada sign nuclear cooperation 
agreement’, clearing the way for Candu 
reactor sales to the Balkan nation' 

Dec 1 

Sales of nuclear fuel reprocessing plant 

to Pakistan by France is sure thing 
Oct 1 
San Diego G&E: Emergency legislation crucial 
to continuance of Sundesert nuclear plant 
Dec 15 
Major sabotage incident in nuclear plant 
within 10 years is certain 
Sept 15 
New state law eases 1976 nuclear bans 
Nov | 

Sandia Labs: Scientists have produced 
first fusion neutrons in the US by using 
electron beams to compress BB-sized 
fuel pellets July 15 
Test of pressurized nuclear fuel shipping 

casks Nov | 

Schlesinger: US will continue to ba a reliable 
source of enriched uranium Nov 1 


Sen Howard Baker says there is a chance that 
we can go forward with the Clinch River 
treeder Reactor project Nov 1 

Spain will have nuclear power stations 
capable of generating 8,600 Mw by 1985 

Aug | 

Swedish method to enrich uranium is said to 
be as economic as existing method by its 
developer Dec | 

Texas Water Rights Commission tells Lower 
Colorado River Authority it can sell 
water to South Texas nuclear project 

July 15 

280 1b of weapons-grade uranium are missing 
from a Pennsylvania plant Aug 1 

US Supreme Court agrees to decide con- 
stitutionally of Price-Anderson law 

Dec 15 

Uranium mine and mill will supply more 
than one third of Socaled's nuclear fuel 
for power generation through 1990 

Nov 1 

Vepco's North Anna nuclear station picked as 
a priority location for a resident inspector 
under a new NRC Program July 1 


West Germany and Iran have signed letter of 
intent that covers construction of 
four nuclear plants Dec 15 
Wisconsin Electric Power: Survey shows few 
persons weuld oppose erection of a nuclear 
plant in their county July | 


NUCLEAR -- BREEDER 


Agreements for further RED on breeder re- 
actors and their eventual sale were signed in 
Paris by several West European nations 

Aug 1 

Burns & Roe: Clinch River site is one of worst 
sites ever selected Aug t 

Clinch River Breeder Reactor: House Inter- 
national Relations Committee votes to stop 
construction of the CRBR July 1 

Clinch River Breeder Reactor may not be dead 
despite Presidential veto Dec 1 

House of Reps authorize $150-million to com- 
plete the R&D phase of Clinch River 
Breeder Reactor program Oct 15 

James Schlesinger: Waffling quarterback 

Oct 15 

US Senate refuses President Carter's request 
to kill Clinch River plant Aug | 

US Senate votes to continue research on Clinch 
River Breeder Reactor and provide funding 
for research on Barnwell (SC) reprocessing 
plant, thereby providing two major setbacks 
for President Carter's energy plan 


Aug 15 





NUCLEAR -- LICENSING 


TVA: US nuclear plant licensing process must 
be streamlined Sept 15 32 


NUCLEAR -~- SITING 


Rochester G&E: New York plant construction 
delayed despite one-stop hearing legis- 
lation approved in 1972 Dec 15 

Surviving the site-hearing nightmare--Pt | 

Aug | 


Oo 


OUTAGES 


Con Edison: Let him who is without sin. 
Aug 15 
Con Edison: NYC's Mayor Abe Beame lashed 
out at Con Edison accusing it of gross 
negligence at best and calls for full 
investigation by the city Aug | 
Con Edison: Pool lacked good communications 
Sept 15 
Con Ed: Seeks light, less heat, on system 
Aug 15 
England experiences rotating blackouts as 
maintenance workers and coal shovelers 
stage work to rule job action to press 
demands for travel allowance Dec | 
FPC, Con Ed at odds in blackout Sept | 
How big was the blackout's impact? 
Sept | 
Maintain generation, limit blackouts 
Dec 15 
Metropolitan Edison: Recorders help 
avoid forced outages Sept 15 
NERC: Forced blackouts will hit US as 
early as 1979 because of inadequate 
generating capability Oct | 
Con Edison: NY PSC probes deeper into black- 
out, safeguards Oct 15 
Con Edison: Savage lightning storm plunges NYC 
and Westchester County into darkness 
Aug | 
Con Edison: Storms knock 38% of Con Edison's 
generating capacity off line 
Oct 15 


P 


PEOPLE 


BPA Administrator Don Hodel plans retirement 
Dec 15 
FPC's Bureau of Power names William W. Lind- 
sey acting director Oct 1 
FPC: Charles B. Curtis new head of FPC 
Sept 1 
Floyd J. Culler Jr will become president 
of EPRI Oct 15 
TVA: Senate confirms S. David Freeman as one 
of three new directors of TVA 
Sept 1 
W. Donham Crawford leaving presidency of 
ECI; he is elected director of Gulf 
States Utilities and is expected to 
become its chairman and chief executive 
officer Nov | 
William R. Gould will succeed T.M. McDaniel 
Jr as Socaled president Dec 15 


PERSONNEL RELATIONS 


First Black professional organization in 
America to plan for the involvement of Blacks 
in the energy field has been organized 

July 1 


POLES 


Florida P&L: Crew develops safe, 2-minute 
rescue Sept | 


Plastic ground wire fasteners stop pole 
fires Nov | 

PS Co of Colorado: Pole suspension technique 
Saves outage time, money Sept | 

Union Electric: Telescoping pole licks tight 
corner problems Oct 1 

Wood pole treatment popular in Europe 

Oct 1 


POLITICS 


Voters accept energy bond issue in North 
Carolina, reject one in Oregon 
Dec 1 


POWER POLICY 


Northwest hammers out power plan 
July 15 
Plans for a coordinated power plant for 
Pacific Northwest delayed when Seattle 
City Council rejected proposal, asking 
for more time to study its provisions 
Aug | 


POWER POOLS 


FPC want to know why PS Indiana seeks to end 
pooling agreement Sept 15 


POWER SUPPLY 


NERC: Coal fired and nuclear plants are the only 
way to meet future energy demands 
: Oct 15 
North Carolina: Munis, co-ops prepare to 
generate Dec 15 


PROTECTION 


AEP: Relay prevents cascading capacitor 
failures July 1 

New England Electric System: Hybrid simulator 
aids surge analysis July 1 


PUBLIC POWER 


18 Nebraska cities are told that a joint 
effort in negotiating for power supply 
may result in even cheaper electricity 

Sept 1 

Nebr« ka: Sour notes sound in public power's 
harmony Nov | 

Niagara Mohawk: A referendum to replace 
N-M with a municipality negated again by 
a state court on a technicality 

Nov | 


R 


RATES 


Bonneville Power Administration: New con- 
tracts offered by BPS will allow more fre- 
quent rate adjustments than existing 
five year contracts now allow 

Dec | 

Boston Edison: Big consumers fight time- 
of-day rates Nov 15 

California PUC studies feasibility of adopt- 
ing air-conditioning lifeline rates 

Dec | 

Central Maine Power: Statewide rate inves- 

tigation is launched by Maine PUC 
Aug 15 

Cleveland State University: Bigger PUC 
staffs can hold down rates more effec- 
tively July 1 

Commonwealth Edison: Utility, customers 
battle rate filing Nov 15 

Dayton P&L: Asks for rehearing on rate 
cases Sept | 

Detroit Edison asks for special rates for 
elderly Sept 1 

Detroit Edison: Special rate for senior 
citizens Aug 15 


EE! reports: Rate increase approved during 
first half of 1977 amounted to $1.07 billion 
Sept 15 5 
EPRI: Rate-design report stirs national debate 
Dec 1 21 
EPRI: You can get to time of day rates by embedded 
or marginal costs says R.G. Uhler to NARUC 
convention Dec 15 19 
Electricity Consumers Resource Council: Rate 
schemes that try to shift electricity 
costs from homeowners to industry could 
create an economic backlash 
July 1 
Electricity Consumers Research Council: Federal 
moves to revise electricity rates are based 
on myths Oct 1 
FCC to regulate pole rates Dec 15 
Florida P&L appeals PUC decision to invert its 
residential rates in a rate order that 2 
granted a $195.5-million rate increase 
Aug 1 
Florida P&L: Buying a piece of the watt 
Dec | 
Florida P&L: PSC denies FPE&L petition to re- 
consider a lifeline inverted rate 
Oct 15 
Georgia Power: PSC approves inverted rate 
for Georgia Power as part of rate increase 
Oct 15 
Georgia Power: Georgia PSC halves requested 
rate hike Oct 1 
How to set up a2 cost of service study--Pt | 
Nov | 
Illinois Commerce Commission starts yearlong 
study on plant productivity and reliability 
so it will be able to consider these factors 
in future rate cases Dec 15 
lowa Energy Policy Council's Energy Expo 
77 urges utilities to make cost of ser- 
vice studies required Nov 15 
Lifeline and a mushy Senate Nov 1 
Massachusetts Electric proposes a 30% dis- 
count on electric bills for elderly 
Dec 15 
Massachusetts’ 10 investor owned utilities 
ordered to plan for peak load pricing and 
to phase out block rates Nov 15 
Minnesota: Proposed Minnesota Rate Break Bill 
provides for direct cash payments by 
state to individuals who qualify 
Dec 15 
Nail biting time for utilities 
Sept 15 
NARUC: Plea to dump embedded cost methods 
in favor of marginal cost pricing spurs 
more debate Nov 15 19 
NERA: Rate restructuring using marginal 
cost Sept 1 51 
NY PSC: Regulations proposed by its staff would 
require a utility seeking a major rate increase 
for electricity, gas, or steam to sub- 
mit an assessment of the environmental 
impact of its proposal along with its 
rate application July 15 
Northern Indiana Public Service wants to lower 
rates for both electric and gas customers 
Aug 15 
Pacific G&E extends its time of use rate to 
650 customers whose demand is between 1,000 
and 4,000 kw Aug | 
Protests rise in Colorado over PUC order 
reducing natural gas rates by 50 
Dec | 


Rate regulation by Washington is a bad idea 
Oct 15 
Setting up a cost of service study--PT II 
Nov 15 
Time-differential rates and the real world 
Sept 15 
Vepco gets go ahead on large scale time of 
day rate test for residential customers 
July 15 
Wisconsin: Much more flexibility is given 
to handling interim rate cases in 
Wisconsin July 1 
Wisconsin P&L: Wisconsin PSC approves 
experimental rate for Wisconsin P&L 
Sept 15 
Wisconsin PSC must examine potential social 
and physical impacts of rate proposals that 
come before it says state Supreme Court 
Aug 15 


REACTORS 


1977 may be a record year for issuance of nuclear 
plant construction permits Dec 15 34 
Northern States Power: Clearing reactor-coolant 
clogging at Prairie Island nuclear plant 
July 15 59 


REGULATION 


California utility funded plants built outside 





the state must get state PUC approval 
Nov 15 
Cleveland State University: Bigger PUC staffs 
can hold down rates more effectively 
July 1 
EE! says federal government regulations of 
electricity rates would result in higher 
costs to consumers and electricity short- 
ages Sept | 
FPC Proposes to limit cost and quality reports 
on individual fuel deliveries 
Sept 15 
Montana-Dakota utilities can't hook up new 
high-priority customers while its systemwide 
curtailment plan is in effect 
July 1 
Rate regulation by Washington is a bad idea 
Oct 15 
Utilities and ERA Dec 15 
Wisconsin Electric Power: PSC orders WEP to 
install 100 MW of uninterruptible load 
control on large commercial and indus- 
trial customers Sept | 


RELAYS 


Utah P&L: Simulator prechecks relay operation 
Dec | 


RELIABILITY 


Applying reliability-engineering techniques 
July 1 
Automation improves reliability (special 
report July 15 
Measuring reliability of electric service 
Oct 15 


RESEARCH 


Common Market agrees to build a fusion RED project 
near Oxford, England Nov 15 20 

Con Edison will test nation's first fuel cell 
power plant under a joint research project 
sponsored by a consortium of utilities, 
ERDA, and EPRI Aug 15 

Elastimold's R&D Center completes first pri- 
vately owned 230 kv substation in New 
Jersey July 1 

EPRI researches unbalanced tower loading 

Sept 1 

Energy Conversion Alternatives Study compared 
advanced systems for base load power 
generation Oct 1 

ERDA & Alcoa exploring feasibility of making 
aluminum silicon alloy Oct 1 

FPC amends its accounting and rate regulation 
for electric utilities and natural gas 
pipeline companies to stimulate expenditures 
for research development and demonstration 
activities July 15 

Granite cavern storage of high level radio- 
active waste will be studied under a $12- 
million 3 year program between Lawrence 
Berkeley Laboratory and Swedish State Power 
Board Oct 15 

University of West Va: Coal Research Bureau 
researches fuel shortages July 1 


RIGHT-OF-WAY 


Metropolitan Edison: Trim trees on computerized 
worst first outage rate basis Oct 15 


S 


SAFETY 


Delmarva P&L: Strap holds hardhat for upside 
down work Oct 15 

Florida P&L: Crew develops safe, two-minute 
rescue Sept | 


Gulf States Utilities: Safety rail prevents 
falls in leaving, entering buckets 
Sept 15 
Niagara Mohawk: Firefighting made an all em- 
ployee effort Dec 15 
NRC delays requirement of physical search 
of nuclear power plant employees 
Nov 1 


NRC: No need to shut down 54 US nuclear 
plants to correct electrical and fire 
hazards Dec | 

Ohio Power: Store gas bottles safely, 
conveniently Aug | 

Pennsylvania Electric Co: 12 in main stream 
line ruptured at Williamsburg generating 
station Sept | 

Pennsylvania P&L: Outrigger antiskid pad made 
from expanded metal Nov 15 

Pennsylvania P&L: Safety ideas key to im- 
provement July 1 

Pennsylvania P&L: Throwaway hardhat 
upclose night work Sept 1 

Philadelphia Electric: Cutter safely snips 
channel disposal costs Aug 15 

PS Co of New Mexico: Boiler explosion shuts 
down San Juan Plant Aug 15 

United Illuminating Co: One man controls 
fuel oil fire with snow like foam storm 

Oct 1 


lamp for 


SCRUBBERS 


FPC reports flue gas desulfurization is most 
economical means of meeting federal 
air quality standards Oct 1 

PS Indiana: Federal judge rules scrubbers 
are not necessary in PS Indiana-EPA battle 

Nov 1 

Utah P&L: Receives a variance from scrubbers 

at its Huntington Plant Nov 1 


SECURITY 


NRC delays requirement of physical search of 
nuclear power plant employees 
Nov 1 17 
NRC: Quality and performance of security 
personne! at commercial nuclear facilities and 
in transporting enriched uranium and plu- 
tonium would be upgraded significantly under new 
regulations proposed by NRC Aug 1 27 


STANDARDS 


15 utilities agree on standaridzed single-phase 
padmounted transformer design 
Sept 15 
Kansas Corp Commission: Mandate energy effi- 
ciency starndards on new buildings through 
utility hookups to set building standards 
Dec 15 


STATISTICS 


Appliance use figures need revision 
Aug | 
EE! Survey: Orders for riew electric 
generating units placed with domestic 
manufacturers totaled 55 machines aggre- 
gating 23.6 Gw during 1976 July 1 
28th Annual Electrical Industry Forecast 
(special report) Sept 15 
Long-range GNP growth seen close to 
full potential (Forecast) Sept 15 
Peak spurts 7%, but long-term growth sags to 
new level (Forecast) Sept 15 
Sales hold up in '77; forecast outlook is 
for slower growth Sept 15 
NERC says last summer's peak demand should 
be higher for planning purposes 
Nov 15 
Steam station cost survey (20th) 
Nov 15 
Busbar-energy costs break all records 
Nov 15 
Fuel and fixed charges boost energy 
cost to highest level Nov 15 
Operating costs rise 37% since 1974 
Nov 15 
Construction costs go up 57% in two 
years Nov 15 
Summer peak survey: Peak growth back to nor- 
mal, up 6.9% Nov 1 
TED Construction survey (12th annual) 
Aug 15 


SUBSTATION 


Automated distribution: Improves system 


operations and reliability (special 
report) July 15 
Elastimold's R&D Center completes first 
privately owned 230-kv substation in 
New Jersey July 1 
New England Electric System: Hybrid simu- 
lator aids surge analysis July 1 
Southwestern Electric Power: Determining 
acceptable noise levels Aug | 
Substation automation (special report) 
July 15 


SWITCHES 


AEP Service: Method extends single pole 
switching Dec 15 

University of Kentucky: Reduced losses pay 
conversion cost Dec 1 

Westinghouse Electric: Fault clearing stresses 
generators Aug 1 


SYSTEM ENGINEERING 


AEP Service: Method extends single pole 
switching Dec 15 
Automated distributon: Improves systems 
operations and reliability (special report) 
July 15 
Brazil: Reliaibtity study aids system ex- 
pansion Oct | 
CIGRE: Controlled capacitors improve sta- 
bility Sept 15 
Con Edison: Storms knock 38% of Con Edison's 
generating capacity off line 
Oct 15 
EPRI seeks best stability algorithms 
Sept 1 
Houston L&P: Draw distribution system map 
in 20 minutes Aug 15 
Minnesota P&L: HVDC moves lignite energy 
to remote load Oct 15 
NERC: Forced blackouts will hit US as early 
as 1979 because of inadequate generating 
capability Oct 1 
NERC says last summer's peak demand should 
be higher for planning purposes 
Nov 15 
NERC seeks a realistic energy policy 
Dec 1 
New Enaland Electric System: Hybrid simuiator 
aids surge analysis July 1 
New York Power Pool: New tie models aid 
system operations Nov 15 
Oklahoma: Computer relay setting proven 
in use July 15 
Ontario Hydro: Simulator demonstrates power 
system stability Sept | 
Pennsylvania P&L: Distribution work survey shows 
need for data sharing Aug | 
Ripple control use jumps in West German city 
Aug | 19 
Signal processing locates cable defects 
July 15 63 
Southern California Edison: Ease overvoltages 
due to faults Aug 15 64 
Summer peak survey: Peak growth back to 
normal, up 6.9% Nov 1 48 
Upgrading computer-data entry Sept 15 ~92 
Utah P&L: Simulator prechecks relay operation 
Dec 1 50 
Westinghouse Electric Corp: Fault clearing stresses 


generators Aug | 48 


TAXES 


Fuel users' tax sleeper in Carter energy 
pack July 15 

Southern California Edison: Local district 
puts a tax on air pollution Sept 15 


TESTING 


General Electric: Test assures long capacity 
life Oct 1 39 

Utah P&L: Simulator prechecks relay operation 
Dec 1 50 


TRADE 


Hitachi, USSR agree to supply large power plants 
to developing nations Aug 15 17 





TRANSFORMERS 


Baltimore G&E: Retrofitting with CL fuses 
Dec 15 
15 utilities agree on standardized single-phase 
padmounted transformer design 
Sept 15 
Ohio Power: Simple template aids in shifting 
records to computer July 15 
Pennsylvania P&L: Pole-top tool saves trip to 
shop Aug | 
Tacoma (Wash) Dept of Public Utilities: 
Purify oil at lowest cost Sept 1 
Westinghouse: Apply fused cutouts properly 
Nov 1 


TRANSMISSION 


Tacoma (Wash) Dept of Public Utilities: Purify 
oil at lowest cost Sept 1 

Idaho Power: It pays to rebuild voltage 
regulators Sept 1 

Ohio Power: Simple template aids in shifting 
records to computer July 15 

AEP: Relay prevents cascading capacitor fail- 
ures July 1 

Westinghouse introduces automated transmission 
planning in which a computer selects the 
multiyear transmission construction sche- 
dule with lowest cost Oct 15 


TRANSMISSION -- OVERHEAD 


AEP: Method extends single pole switching 
Dec 15 
Brazil: Reliability study aids system expan- 
sion Oct 1 
Brazil will use HVDC as link between its 60 hz 
load and Paraguay's 50 hz generation to be 
installed at Itaipu hydro project 
Dec 15 
BC Hydro & Power Authority: World's largest 
spacers installed in Canada Sept 1 
Doble Engineering Co Conference: Insulation 
integrity: Focus of attention 
Aug 1 
EPRI, BPA issue guide to HVDC transmission 
July 1 
EPRI researches unbalanced tower loading 
Sept 1 
General Electric: Test assures long capacitor 
life Oct 1 
Hydro Quebec: Polymer insulators in service 
at 735 kv Oct | 
Lindsey Manufacturing Co: Model predicts static 
line behavior Oct 1 
Minnesota P&L: HVDC moves lignite energy to 
remote load Oct 15 
Miss Dig goes overhead Aug | 
New York PSC calls for 550 ft ROW under 
765 kv lines Oct 15 
Niagara-Mohawk: Toonerville Trolley speeds 
placement of line spacers Nov 1 
Northern States Power & Manitoba Hydro will 
build a new 50C kv intertie to exchange 
seasonal power Oct 1 
Pacific P&L: Biologist urge reouting proposed 
500-kv line across southern Oregon to avoid 
killing migratory birds July 15 


Philadelphia Electric: Rebarrding foundation-cage 


work eased by alert lineman Aug | 
Plastic ground wire fasteners stop pole 
fires Nov | 
Power Technologies Inc: Compact HV transmission 
now feasible Sept 15 
Puget Sound P&L: Helicopter helps tear down 
water crossing line, towers Nov 1 
Southern California Edison: Ease overvol tages 
due to faults Aug 15 
Southwestern Electric Power: Determining 
acceptable noise levels Aug | 
TVA: Slow upgrading of maintenance foreseen 
July 1 
T&D Construction survey (12th annual) 
Aug 15 
Utah P&L: Portable rainstorm douses salt 
storm fires Sept 1 
Vepco: Old stack is tower base 
Dec 1 
Westinghouse: Fault clearing stresses generators 
Aug | 
Wood pole treatment popular in Europe 
Oct 1 


TRANSMISSION -- UNDERGROUND 


Fox Islands Electric Cooperative: Cable re- 
places island generator Nov | 
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Insulated Cable Corp: Gas spacer cable of 
integrated design Aug | 
Kansai Electric Power: Installs Japan's first 
water cooled transmission system 
Dec 15 
Miss Dig goes overhead Aug | 
Norway: Overhead line floated across fjord 
Oct 1 
Pennsylvania P&L: Seismologic minisurvey in- 
dicates UG problems Nov 15 
Remedy sought for insulation treeing 
Nov 15 
T&D Construction survey (12th annual) 
Aug 15 


TRANSPORTATION 


Soros Associates: Clean coal terminal solves a 
fuel problem Oct 15 


TURBINES 


Appalachian Power: Push/pull rig monitors 
turbine standard movement Aug 1 
Brown Boveri: Turbine bypass boosts efficieucy 
Oct 15 
Central Maine Power: In-place turbine-easing 
repairs save millions July 1 
Commonwealth Edison: FM radio helps resolve 
turbine blade problems Aug 15 
GE: Optimum generation mix saves dollars 
Sept | 
PS Indiana: Steam generator,turbine matching 
July 15 


V 


VALVES 


Brown Boveri: Turbine bypass boosts efficiency 
Oct 15 


VOLTAGE REGULATION 


Idaho Power: It pays to rebuilt voltage regu- 


lators Sept | 


WASHINGTON COMMENT 


Consumers and intervenors 
Our world in 1985 
Slugfest over slurry Aug | 
A savior (?) for TVA Aug 15 
Keeping the lights on in Utah Sept 1 
Nail biting time for utilities 

Sept 15 
Environmental Defense fund explains marginal 

cost pricing Oct | 

James Schlesinger: Waffling quarterback 

Oct 15 
Lifeline and a mush Senate Nov | 
EPA gets its comeuppance Nov 15 
Smog in the clean air law Dec | 
Utilities and ERA Dec 15 


July 1 
July 15 


WORLD MARKETS 


Chicago Group Red Reports: Complete studies 
of electrical margets of Indonesia, 
Singapore, and Malaysia are available 

July 1 


COMPANY 


INDEX 
A 


ALABAMA P°WER: Air power goes — 
Oct 
ALASKA VILLAGE ELECTRIC COOP: Rigid foam 
maintains level of arctic tanks 
July 15 
ALLIED CHEMICAL: Northern Indiana PS gets 
solid sulfur by FGD process Dec | 
ALLIS CHALMERS: New Engtand Electric System 
hybrid simulator aids surge analysis 
July | 
ALCOA: ERDA and Alcoa explore feasibility 
of making aluminum silicon alloy 
Oct 1 


AMERICAN ELECTRIC POWER: ERDA gives TVA 
a grant toward design cost of 200-MW 
demonstration plant in Eastern Kentucky 
Sept 15 
Method extends single pole switching 
Dec 15 
Relay prevents cascading capacitor failures 
July 1 
Appalachian Power Co undercutting impeller 
vanes boosts feedpump capacity 
Aug | 


AMERICAN HEAT CORP: Plate heat exchanger 
checked out Dec 
AMERICAN SCIENCE & ENGINEERING: Load manage- 
ment and communication methods (automated 
distribution special report) 
July 15 
APOLLO CHEMICAL CORP: Molten coal ash flow 
test minimizes boiler problems 
Sept 1 
APPALACHIAN POWER: C-mpressed air reduces 
hydro maintenance costs July 1 
Plant air aspirator unplugs raw coal feeder 
pipes Dec 15 
Push/pull rig monitors turbine standard 
movement Aug | 
Stop pulverizer leaks without entering mill 
Sept 15 
Undercutting impeller vanes boost feed pump 
capacity Aug 1 
ARIZONA PUBLIC SERVICE: Bond rating boosted 
Oct 1 
California utility funded plants built out- 
side the state must get state PUC approval 
Nov 15 
Four Corners: Owners of plant seeks court 
action to prevent sulfur tax 
Oct 1 
New Mexico regulatory tSody adopts air 
regulation for Four Corners 
Dec 15 
New way to fund construction 
Sent 1 
ARKANSAS P&L: Energy savings: Home buyers 
not sure July 1 
ARLO SYSTEMS INC: Telescoping pole licks tight 
corner problems Oct 1 
ASEA: Last of five ASEA’transformers delivered 
to Elastimold R&D Center July 1 
ATLANTIC ELECTRIC: NRC will consider halting 
construction of Hope Creek nuclear station 
Nov 1 
AUTO CRANE CO: Elburn Utility Equipment Show 
shows $20-million of mobile equipment 


Oct 15 
B 


BABCOCK & WILCOX: Domestic manufacturers 
of nuclear reactors in the midst of hard 
times Oct 15 
J.Ray McDermott & Co wins battle to take over 
B&W and United Technologies withdraws its 
bid Sept 15 
Ohio Valley Electric Corp: Shield extends life 
of coal pulverizer springs 
Oct 1 
280 Ib of weapons-grade uranium are missing 
from a Pennsylvania Piant Aug | 
US Dept of Justice is seeking to block 
United Technologies Corp from taking over 
BéwW Aug | 
BAILEY METER CO: Inhibiting implosion incidents 
Dec | 
BALTIMORE G&E: Remote control by radio (special 
report on Automated Distribution) 
July 15 
Retrofitting with CL fuses Dec 15 
THEODORE BARRY & ASSOCIATES: Utility work 
force productivity is low Oct 15 


BASIN ELECTRIC POWER COOPERATIVE: Nebraska 
breaks off relations with coop that wants 
to build Wyoming power plant 
Nov 15 19 
Sodium bicarbonate additions remove sulfur from 
coal fired stack Dec 15 17 
BLACK HILLS P&L: Sponsoring a coal fired plant 
Nov | 9 
BECHTEL: Negotiating with DOE to become A-E 
contractor for proposed defense nuclear 
waste repository near Carlsbad, NM 
Dec 15 
BOEING: Will build a 2.5-MW wind turbine under 
joint ERDA/NASA program Aug 15 
BONNER & MOORE ASSOCIATES: Comprehensive set of 
analytic computer tools developed to estimate 
the costs of surface mining of coal 
Oct 15 
BORG-WARNER CORP'S YORK DIVISION: Load 
controller modulates chillers 
Nov | 





BOSTON EDISON: Big consumers fight time-of- 
day rates Nov 15 
Nuclear power is economic choice for New 
England's increased electric power require- 
ments in late 1980s Aug 15 
Theft of service task force busts meter 
tampering ring Sept 1 
BRITISH COLUMBIA HYDRO & POWER AUTHORITY: 
World's largest spacers installed in Canada 
< Sept 1 
BROWN BOVERI: Turbine bypass boosts efficiency 
Oct 15 
Will purchase Gas Turbine Div of Turbodyne 
Corp Dec 15 
BURNS & MCDONNELL: 18 Nebraska cities are told 
that a joint effort in negotiating for power 
supply may result in even cheaper electricity 
Sept 1 
BURNS & ROE: Clinch River site is one of worst 
sites ever selected for nuclear plant 
Aug | 
Energy Conversion Alternatives Study compares 
advanced system for base load power gener- 
ation Oct 1 


C 


CALIFORNIA ASSN OF UTILITY SHAREHOLDERS: Pacific 
G&E: Shareholders confront PUC 
Aug 1 1 
CAROLINA P&L: Load management and communication 
methods (automated distribution special report) 
July 15 48 
Utility settles for $9-million in refunds 
Sept 15 9 
J.1. CASE: Elburn Utility Equipment Show shows 
$20-million of mobile equipment 
Oct 15 
CELANESE CHEMICAL: Southweste-n PS & Celanese 
Chemical announce a 30-MW cogeneration plant 
Oct I 
CENTRAL ELECTRICITY GENERATING BOARD: England's 
CEGB agrees to early construction of 
Drax B nuclear station Nov 15 
CENTRAL ILLINOIS LIGHT: Ad series outlines 
problems and some solutions July 1 
Load forecasting models used by five of 
Illinois six major investor owned 
utilities are worthless in predicting 
accurate annual peak load changes 
Oct 15 
Illinois Commerce Commission orders 
its first management audit of Central 
Illinois Light Sept 1 
CENTRAL LOUISIANA ELECTRIC: Looking to poss- 
ibility of developing its lignite holdings 
to fuel future power plants Dec 15 
CENTRAL MAINE POWER: Asks PUC for permission 
to build a 600-MW coal fired plant on 
Sears Island July 15 
In-place turbine easing repairs save 
millions July 1 
Statewide rate investigation is launched 
by Maine PUC Aug 15 
CENTRAL OPERATING CO: Appa'achian Power Co: 
Stop pulverizer leaks without entering 
mill Sept 15 
A.B. CHANCE'S PITMAN MANUFACTURING CO DIV: 
Elburn Utility Equipment show shows $20- 
million of mobile equipment Oct 15 
CHARLES MACHINE WORKS: Elburn Utility Equip- 
ment show shows $20-million of mobile 
equipment Oct 15 
CHICAGO GROUP: Red Reports: Complete studies 
of electrical markets of Indonesia, Singa- 
pore, and Malaysia are available 
July 1 93 
CIBA-GEIGY CORP: TVA: Quick lock pipe joint 
simplifies flyash disposal job 
Nov 15 
CINCINNATI G&E: Coal fired plant (J.M. Stuart 
station) now a clean place to work 
Nov 1 ss 
CLEVELAND ELECTRIC ILLUMINATING: CE! will 
switch to low sulfur coal for its coal 
fired plants Nov 15 17 
EEI's Rudolph: focusing on a different world 
July 1 39 
Power generation began last month at Davis- 
Besse nuclear plant Sept 15 32 
COLONY FARMS INC: First use of peat to generate 
electricity in US is objective of proposed 
peat mining project in three counties of 
eastern North Carolina Sept 1 


COLORADO UTE ELECTRIC ASSN: Major industries 
in Colorado, including Colorado PS Co, are 
joining Colorado Ute in a court challenge 
of the state standard set by Colorado Air 
Pollution Control Commission 

July 15 

COLUMBUS AND SOUTHERN OHIO ELECTRIC CO: 
Coal fired plant (JM Stuart station) 
now a clean place to work Nov | 
Ready to install gratint cuts plant 

construction costs Nov 1 


103 


COMBUSTION ENGINEERING: Domestic manufac- 
turers of nuclear reactors are in the 
midst of hard times Oct 15 
COMBUSTION EQUIPMENT ASSOCIATES: Has signed a 
20 year contract with City of Newark to 
canvert solid municipal waste into energy 
July 15 
COMMONWEALTH EDISON: First $1.8-~illion 
has bean committed for a coal gasification 
test facility July 1 
FM radio helps resolve turbine blade 
problems Aug 15 
Trash burning: City optimistic, utility 
skeptical Nov | 
Utility, customers battle rate ruling 
Nov 15 
Will not convert its oil burning Collins 
station to coal unless ordered to do so 
by the government July 1 
COMPUGARD CORP: Load Management and communica- 
tions methods (automated distribution special 
report) July 15 
CONSERVATISN CONTROLS CORP: Computerized ven- 
tilation controls may save storeowners 
25% in heating and cooling costs 
Sept 1 
CONSOLIDATED EDISON CO OF NY: FPC, Con Ed at 
odds in blackout Sept 1 
Let him who is without sin... 
Aug 15 
NYC's Mayor Beame lashed out at Con Edison 
accusing it of gross negligence at best and 
ca’ls for full investigation by the city 
Aug | 
NYPSC probes deeper into blackout, safeguards 
Oct 15 
Con Edison, pool lacked good communications 
Sept 15 
Con Edison reports second quarter net in- 
come up 10% Aug 15 
Savage lightning storm plunges NYC and 
Westchester County into darkness 
Aug 1 
less heat, on system 
Aug 15 
Storm knocks 28% of Con Edison;s generating 
capacity off line Oct 15 
Whr-meter calibrator doubles testing rate 
Nov 1 
Will test nation's first fuel cell power 
piant under a joint reserarch project 
sponsored by a consortium of utilities, 
ERDA, and EPRI Aug 15 
CONSUMERS POWER: Crushers solve frozen coal 
problems Aug 15 
Has successfully negotiated another big 
hurdle in its long delayed controversial 
attempt to build a nuclear plant in Midland, 
Michigan Dec 1 


Con Ed seeks light, 


Miss Dig goes overhead Aug | 
Record for operating days of nuclear plant 
claimed by Big Rock Point plant 


: 7 Aug 15 
Time differentiated rates and the real 


world Sept 15 


DARCO INC: Load management and communication 
methods (automated distribution special report) 
July 15 
OAYTON P&L: Asks for rehearing on rate cases 
Sept | 
Coal fired plant (JM Stuart station) now 
a clean place to work Nov | 
New stockholder group to lobby 
Nov | 
Contr! coal dust at source 
Aug 15 
DELMARVA P&L: Strap holds hardhat for 
upside down work Oct 15 
DETROIT EDISON: Asks for special rates for 
elderly Sept 1 
Given 6 months to show Michigan PSC how 
much coal it is receiving from suppliers 
Sept | 
Load management and communication methods 
(automated distribution special report) 
July 15 
Miss Dig goes overhead Aug 1 
1980 deadline for controlling emissions 
from its Monroe power plant extended 
another five years July 1 
Special rate for senior citizens 
Aug 15 
Will give up free light bulb as part of a 
proposed agreement with drugstore owner 
who objected to it as unfair competition 
Dec 1 
COBLE ENGINEERING CO: Conference: Insulation 
integrity: Focus of attention 
Aug | 
DUKE POWER CO: Future demand for uranium enrich- 
ment in US is projected in study by Duke 
Power, Electro-Nucleonics, TVA, and EEI 
Oct | 


DCE VOKES Inc: 
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Will build pumped storage hydro projects 
in Oconee County, SC Sept 1 
Will get a temporary exception from air 
po! ‘ution controls if there is a miners 
strike in NC Nov 15 
DUQUESNE LIGHT CO: Automation improves reli- 
ability (special report) July 15 
Westinghouse: Are verbal agreements on six 
Westinghouse uranium contracts binding? 
Nov 1 


E 


EAST KENTUCKY POWER COOPERATIVE: Indiana PéL 
and East Ky Power Coop say Kentucky-Indiana 
pool members couldn't agree on terms which 
two proposed nuclear units would be included 
in pool or on financial and operating re- 
visions Sept 15 

EATON RAPIDS MUNICIPAL: Miss Dig goes overhead 


Aug 1 


EBASCO RISK MANAGEMENT: Insurance: Aces 
and jokers Oct 15 
EBASCO SERVICES: Peak load pricing: One 
point of view Aug 15 
Select economical cable sizes 
Oct 15 
EIDEMULLER CO: Pressurized air cannons keep 
coal moving Oct 15 
EL PASO ELECTRIC: Owners of Four Corners 
plant seek court action to prevent sulfur 
tax Oct 1 
ELASTIMOLD: R&D Center completes first 
privately owned 230-kv substation in 
New Jersey July 1 
ELECTRICITE DE FRANCE: Will train 350 tech- 
nicians for construction of nuclear 
plant in Iran Nov 1 
ELECTRICITY CONSUMERS RESOURCE COUNCIL: Rate 
schemes that try to shift electricity costs 
from homeowners to industry could create 
economic backlash July 1 
ELECTRICITY SUPPLY BOARD: Maintain generation, 
limit blackouts Dec 15 
ELECTRO-NUCLEONICS; Future demand for uranium 
enrichment in US is projected in a study by 
Duke Power, Electro-Nucleonics, TVA, and EE! 
Oct | 
EXXON: EPRI will provide $40 million in re- 
search funds for a coal-liquefaction 
project by Exxon Oct 15 
ERDA and Exxon sign agreement to develop 
process for producing liquids from coal 


Sept 1 


FIBRE METAL PRODUCTS CO: Delmarva PéL: 
hardhat for upside down work 
Oct 15 77 
FLORIDA POWER: Hes begun planning for a 600-MW 
coal fired plant that wculd be ready for 
service by Oct 1982 Aug 1 32 
Heat water with your air conditioner 
Dec | 54 
Sues former chairman, four oil] firms, and a 
purchasing consult nt, claiming they were 
involved in a conspiracy to defrqud the 
utility Oct 15 
FLORIDA P&L: Appeals PUC decision to invert 
its residential rates in a rate order that 
also granted a$195.5 million rate increase 
Aug 1 
At the prodding of PSC sets Sept 2 for 
early redemption of its 101.8% bonds due 2005 
through an unusual method July 15 9 
Buying a piece of the watt Dec | 9 
Crew develops safe, two-minute rescue 
Sept 1 55 
Daytona campaign--! Sept 15 
i Oct 1 51 
Many utilities eye maintenance funds 
Sept 15 9 
PSC denies FP&L petition to reconsider 
a lifeline inverted rate Oct 15 13 
Says it will not commit itself to any 
future nuclear plants at this time 
Aug | 27 
Says new superefficient oil burner lowers 
cost and cleans air Dec | 15 
FLUOR PIONEER: NRC approves a standard de- 
sign that can cut the construction time 


Strap holds 


of nuclear plant as much as two years 
Oct 15 
FLUOR UTAH: Comprehensive set of analytic 
computer tools developed to estimate the 
cost of surface mining of coal 
Oct 15 
FOSTER WHEELER: PS Indiana: Steam/generator 


turbine matching July 15 

FOX ISLAND ELECTRIC COOPERATIVE: Cable 
replaces island generator Nov | 

FROST & SULLIVAN: Energy management system 
market expected to be worth $45-million 





this year, $90 million by 1980, and $165 
million by 1986 Oct 1 


GAIl CONSULTANTS: EPRI researches unbalanced 
tower loading Sept 1 
ENERAL ELECTRIC: Alabama Power: Air power 
goes underground Oct 1 
Domestic manufacturers of nuclear reactor 
are in the midst of hard times 
Oct 15 
Energy Conversion Alternatives Study: Com- 
pares advanced system for base load 
power generation Oct 1 
First commercial nuclear plant in US re- 
ceived operating license from AEC 20 
years ago Oct 1 
Large coal fired power stations of the 
future could produce electricity at lower 
cost and with 50% higher efficiency thar 
present day plants, says GE Aug 1 
Minnesota PéL: HVDC moves lignite energy to 
remote load Oct 15 
New York Power Pool: New tie models aid 
system operatioss Nov 15 
Optimum generation mix saves dollars 
Sept 1 
Pacific GSE: A 1,600 MW combined cycle 
plant planned Oct 15 
Streetlight saves energy, reduces glare 
Oct 15 
Test assures long capacitor life 
Oct 1 
US using on'y 40% of potential hydro 
capacity July 1 
SPU CORP: Pennsylvania Electric Co: Flood 
costs utility $25 million Sept 15 
SENERAL SIGNAL: Sola Basic Industries acquired 
by General Signal Corp July 1 
SEORGIA POWER: Elburn Utility Equipment Show 
shows $20-million of mobile equipment 
Oct 15 
PSC approves inverted rate for Georgia Power 
as part of rate increase Oct 15 
Georgia PSC halves requested rate hike' 
Oct 1 
31BBS & HILL: Has developed a standard nuclear 
plant which is adaptable to more than 80% 
of potential sites in US July 1 
GITCO INC: Bucket booms protected with poly- 
urethane wrap Sept 15 
GORDIAN ASSOCIATES: Heat pumps pass st!11 
another study Nov 15 
GOULD INC: BC Hydro & Power Authority: World's 
largest spacers installed in Canada 
Sept 1 
GREEN MOUNTAIN POWER CORP: Load management 
and communication methods {Automated dis- 
tribution special report) July 15 


GULF MINERAL RESOURCES: Competition between 
solid and liquid version of solvent refined 
coal for funds to finance larger demonstration 
projects appeared likely when Southern Co 
announced results of successful test burn 
or SRC Aug 15 62 
GULF POWER: Good cents home makes good sense 
Odt | 44 
GULF STATES UTILITIES: Energy information center 
gets out the word Nov 15 95 
Safety rail prevents falls in leaving, 
entering buckets Sept 15 135 
W. Donham Crawford leaving presidency of 
EEi; he is elected director of Gulf 
States Utilities and is expected to become 
its chairman and chief executive officer 


Nov 1 


HALIBURTON CO: Acquisition of NUS Corp by Halli- 
burton Co comes one step closer 
Sept 15 
HOUSTON LIGHTING & POWER: Are verbal agreements 
on six Westinghouse uranium contracts 
binding Nov | 
Is cleaning out oysters from cooling tower 
intakes at PH Robinson Plant 
Sept 15 
Draw distribution system map in 20 minutes 
Aug 15 
HYDRO QUEBEC: Polymer insulators in service 
at 735 kv Oct 1 


IDAHO POWER: It pays to rebuild voltage 
regulators Sept | 
Reclaimed water produces a bonanza harvest 

Aug 15 

INDIANA & MICHIGAN ELECTRIC: Meter labels 
discourage theft of service July | 
Northern Indiana Public Service wants to 


lower rates for both elec 
cus tomes Aug 15 
INDIANAPOLIS P&L: Indianapolis P&L and East 
Kentucky Power Cooperative says Kentucky- 
Indiana Pool members couldn't agree on 
terms by which two proposed nuclear units 
would be included in pool or on financial 
and operating revisions Sept 15 
INDUSTRIAL ACOUSTICS CO: Silencing engine/ 
generator sets Sept 15 
INSULATED CABLE CORP: Gas spacer cable of 
integrated design Aug 1 


tric and gas 


J 


JAPAN ELECTRIC POWER DEVELOPMEWT CO: To double 
number of Canadian Candu power reactors it plars 
to introduce from one to four 

Sept 15 32 

JERSEY CENTRAL P&L: Contract to manage construc- 
tion of Forked River nuclear station awarded to 
Séw Nov | 24 


K 


KANSAI ELECTRIC POWER: Installs Japan's 
first water cooled transmiss‘on system 
Dec 15 
KENNECOTT COPPER: Reports earnings are stiil 
depressed because of low copper prices 
Aug 15 
KENTUCKY POWER: Prespliced coal feeder belts 
yield major cost/time savings 
Nov 15 
Pressurized plug permits in-service boiler 
repair Dec 15 
FPC wants to know why PS Indiana seeks to end 
pooling agreement Sept 15 
H. KLINE & CO: New source book of marketing 
surveys and services now availalbe 
Aug 1 
KRAFTWERK UNION AB: West Germany and Iran have 
signed letter of intent that covers con- 
struciton of four nuclear plants 


Dec 15 
L 


LAKE SUPERIOR DISTRICT POWER: Will be merged 
into Northern States Power Nov 1 
LANSING BD OF WATER & LIGHT: Miss Dig goes 
overhead Aug | 
LINDSEY MANUFACTURING CO: Model predicts 
static line behavior Oct | 
LONG-AIRDOX CO: Pennsylvania P&L: Compressed 
air cracks coal blockages at Monitour 
generating station Aug | 
LONG ISLAND LIGHTING CO: Combustion Equipment 
Associates announces that Lilco has signed 
a letter of intent whereby Lilco will buy 
Eco-Fuel to supply 10% of total heat input 
at designated power stations 
July 15 
FPC, Con Edison at odds on blackout 
Sept 1 
New way to finance fuel costs 
Oct 15 
Official warns that if opponents succeed 
in stopping construction of Jamesport 
nuclear plant dire consequences could re- 
sult for Long Island in 1980s 
Sept 15 
PSC orders utility to buy new meters 
Nov I 
Remote control by radio (Special report 
on Automated Distribution)July 15 
Westinghouse: Are verbal agreements on six 
uranium contracts binding Nov 1 
LOS ANGELES DEPT OF WATER & POWER: McDonnell 
Douglas team's conceptual design for solar 
power plant accepted by ERDA; plant will 
be built and operated under partnership 
of Socaled and LADWP Sept 15 
LOUISIANA P&L: Non-PCB capacitors perform 


well Dec | 
Mc 


J. RAY MCDERMOTT & CO: Wins battle to take 
over Babcock & Wilcox; United Technologies 
withdraws its share Sept 15 

MCDONNELL DOUGLAS: Team's conceptual design 
for solar power plant accepted by ERDA; 
plant will be built and operated unde; 
partnership of Socaled and LADWP 

Sept 15 

MCGRAW EDISON: Non PCB capacitors perform 
well Dec | 
Southern California Edison: Ease over- 
voltages due to faults Aug 15 


MCGRAW-HILL: Business plans 11% spending hike 
Dec 15 
Long-range GNP growth seen close to full 
potential Sept 15 
Utilities' cleanup bill rises by 37% 
July 1 


M 


MANITOBA HYDRO: NSP and Manitoba Hydro will 
build a new 500 kv intertie to exchange 
seasonal power Oct 1 
MANUFACTURERS HANOVER LEASING: Expected 
to buy Wyodak coal fired plant to 
be built by Pacific P&L and Black Hills P&L 
Nov 1 
MAR6GH & MCLENNAN: Elburn Utility Equipment Show 
shows $20-million of mobile equipment 
Oct 15 
MASSACHUSETTS ELECTRIC: Proposes a 30% discount 
on electric bills for elderly 
Dec 15 19 
MERRILL LYNCH LEASING: Expected to buy Wyod.* 
coal fired plant to be built by Pacific 
P&L and Black Hills PéL Nov 1 9 
MERRILL LYNCH, PIERCE, FENNER & SMITH: Investors, 
consumers are overlooked Nov 15 9 
METROPOLITAN EDISON: Contract to manage con- 
struction of Forked River nuclear station 
awarded to S&W Nov I 24 
Old electric meters never die 


Dec 15 82 
Recorders help avoid forced outages 


Sept 15 7v 
Trim trees on computerized worst first 
outage rate basis Oct 15 81 
MINNESOTA PéL: HVDC moves lignite energy to remote 
load Oct 15 62 
MISSISSIPPI P&L: Load management and communica- 
tion methods (automated distributi-2n special 
report) July 15 48 
Oil -sclaiming skimmers prevent river pollu- 
tion July 15 
MITCHELL MAINTENANCE S*STEM: Coal fired plant 
now a clean place to work Nov | 
MITRE CORP: Load management and communications 
methods July 15 
MITSUBISHI CORP: Construction begins on two 
power plants at Salto Grande Dam 
Sept 1 
MONONGAHELA POWER: Fluidized bed combustion 
sees flurry of activity as ERDA announces 
dedication of 30 MW demonstration boiler 
at Riverville facility Sept 15 15 
MONTANA POWER: Standard & POor's lowers 
Montana Power's preferred stock rating to triple- 
B medium grade from single-A upper-medium 
grade July 15 9 
Two coal fired units at Colstrip may be de- 
layed by EPA Nov 15 20 
MOORE SYST=MS: Substation automation 
(special report) July 15 


N 


NATIONAL ECONOMIC RESEARCH ASSOCIATES: 
restructuring using marginal cost 
Sept 1 
Who is managing electric utilities? 
July 15 
NATIONAL UTILITY SERVICES INC: Industrial 
rates rise fastest Aug | 
NSTIONAL RURAL UTILITIES COOPERATIVE FINANCE 
CORP: CFC $108.5-million bond sellout 
Dec 15 
NECO CORP: Carrier System controls load 
Dec 15 
NEW ENGLAND ELECTRIC SYSTEM: Average energy 
savings of only 17% shown in a solar water- 
heating experiment conducted by NEES, 
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Lake Superior District Power will be merged 
into NSP Nov 1 18 
Nation's first commercial greenhouse to be 
heated by waste heat from generating plant 
Aug 15 19 
NSP and Manitoba Hydro will build a new 500- 
kv intertie to exchange ‘seasonal power 
Oct 1 17 
Raising the question of district heating in 
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Low-cost 'R' insulation's value 
Nov 1 51 
Nylon fishline cuts trench laid PVC conduit 
‘ Oct 15 80 
Gucrigger antiskid pad made from expanded 
metal Nov 15 
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RIO GRANDE INDUSTRIES: Use of Colorado's water 
for coal slurry pipelines may be banned next 
year Dec 15 
ROBERTS & SCHAEFER CO: TVA approves $150 million 
for coal washer at Paradise plant 
Dec 1 
ROCHESTER G&E: New York plant construction 
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million in cost sharing contracts by ERDA 
to develop and demonstrate a coal/oil 
slurry as a primary fuel for generating 
electricity July 15 58 
SAN DIEGO G&E: California PUC studies feasibility 
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Traenen, J.D. New England Electric System: 
Hybrid simulator aids surge analysis 
July 1 
It pays to rebuild 
Sept 1 


Trammel, M.R. Idaho Power: 
voltage regulators 


V 


Vancers, |. Minnesota P&L: HVDC moves lignite 
energy to remote load Oct 15 62 
Viars, R. Pressurized plug permits in ser- 
vice boiler repairs Dec 15 81 


W 


Williams, B.D. Prespliced coal feeder belts 
yield major cost/time savings Nov 15 
Williamson, R. Pressurized plug permits in ser- 
vice boiler repairs Dec 15 81 
Willson, D. Power Technologies: Compact HV 
transmission now feasible Sept 15 
Wolf, D.R. Pennsylvania Electric Co: Special 
fixture cuts flange repair costs 
July 15 
Work, W.A. Appalachian Power: Undercutting 
impeller vanes boosts feedpump capacity 
‘ Aug | 


102 


Z 


Zimmer, S.J. Streetlight saves energy, 
reduces glare Oct 15 





